@ CRIMSON TRACE 


АГ 


о m 


L Å SARS 
L CHTS 
SIGHES 
sS QO P ES 


2023 WHOLESALE CATALOG 


À 5585 


THE CRIMSON TRACE? TABLE OF CONTENTS 


THE CRIMSON TRACE° PROMISE AND WARRANTY 3 


THE 2023 CRIMSON TRACE? NEW PRODUCTS 


LASERGUARD® 5 
WEAPON LIGHTS 8 
DOVETAIL MOUNTING KITS 10 
HRO HEAVY RECOIL OPTIC 11 
ACCESSORY 12 
HARDLINE" LPVOs 13 
RANGEFINDERS 16 


THE CRIMSON TRACE? RETURNING PRODUCTS 


LASERGUARD® 19 
LASERGUARD® PRO 37 
DEFENDER SERIES™ 42 
MASTER SERIES™ LASERGRIPS® 45 
LASERGRIPS® 50 
LASERSADDLE® 68 
RAIL MASTER® 71 
RAIL MASTER® PRO 73 
WEAPON LIGHTS 78 
LIGHTGUARD® 82 
SIGHTS 86 
CT RAD™ 87 
OPEN REFLEX SIGHTS 90 
CLOSED REFLEX SIGHTS 95 
SCOPES 97 
BRUSHLINE™ 98 
BRUSHLINE™ PRO 102 
HARDLINE™ 115 
HARDLINE™ PRO 122 
THE CRIMSON TRACE® DEFINITION 129 


2 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


The LRIMSON TRALE PROMISE 


All Crimson Trace? products are covered under one of our two lifetime warranties. We 
stand behind our products, both past and future, so all CT products previously sold are 
grandfathered in to the Lifetime Warranty. These warranties are our pledge to you, 
our advocates, that you have chosen best-in-class gear to outfit your chosen need. 


CRIMSON 


PROTECT 
IFETIME WARRANTY" 


ETIME 


NTY 


*Limitations and restrictions apply. 


*Limitations and restrictions apply. 
See Crimson Trace website for details 


See Crimson Trace website for details 


www.crimsontrace.com/warranty 


2023 NEW 
PRODUCTS 


o LASERGUARD - 


LASERGUARD*? 


SKU #: 01-3000172 UPC: 810048570751 


SMITH & WESSON? CSX? | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Bottom access battery door 
4 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE © Front grip Instinctive Activation” activates 
ACTIVATION™ laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE Б Master ON/OFF switch 


ELEVATION 
POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


eX CRIMSON 
58 K OPATS: (er PATS: (tr UON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


9 Pre-sighted from the factory at 50 feet 


LASERGUARD*? 


SKU #: 01-3000173 UPC: 810048570768 


SMITH & WESSON? CSX? | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Bottom access battery door 
2 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE 9 Front grip Instinctive Activation" activates 
ACTIVATION™ laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch b 


ELEVATION 
POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


9 Pre-sighted from the 
factory at 50 feet 


HR 


CRIMSON 
Sp. N OPATS: Ur — 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD° 
SKU #: 01-3000052 UPC: 810048570713 
M&P SHIELD? PLUS | FIT © (1) 1/3N 3V Lithium battery included 

RED | LASER © Attaches to triggerguard for flush fit 

4 HOURS | RUNTIME © Front grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION™ Ф Master ON/OFF switch ee . 
ADJUSTABLE ren 9 Pre-sighted from the factory at 50 yards Бо А 


is activated as end-users 


POLYMER | CONSTRUCTION naturally grip their firearm. 


IPX4 | WATER RESISTANT 


ZU CRIMSON 
58 N OPATS: (Er AO 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CRIMSONTRACE.COM 62022 CRIMSON TRACE CORPORATION 5 


o LASERGUARD - 


LASERGUARD*? 


SKU #: 01-3000053 UPC: 810048570720 


M&P SHIELD? PLUS | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to triggerguard for flush fit 
2 HOURS | RUNTIME 9 Front grip Instinctive Activation" activates 
YES | INSTINCTIVE laser when you naturally grip the firearm 
ACTIVATION™ Master ON/OFF switch N 
ADJUSTABLE N O Pre-sighted from the factory at 50 yards ee 


Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


КОШ 


rn CRIMSON 
yep QPATS:(Er) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD*? 
SKU #: 01-02060 UPC: 850013143924 
RUGER? MAX-9? | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER 9 Bottom access battery door 
4 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
VES | INSTINCTIVE 9 Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally grip the firearm 
ee [ELEVATION EE s x 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION ; 
9 Pre-sighted from the 
IPX4 | WATER RESISTANT factory at 50 feet 


JH 


CRIMSON 
YSPC OPATS:() CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD*? 


SKU #: 01-02050 UPC: 850013143931 


RUGER? MAX-9? | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Bottom access battery door 
2 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE © Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally grip the firearm 
ADJUSTABLE Mise © Master ON/OFF switch for battery conservation 


o Pre-sighted from the factory at 50 feet INSTINCTIVE ACTIVATION" 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


MN CRIMSON 
Sp OPATS; (er) JZERIMEON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


6 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


o LASERGUARD - 


LASERGUARD*? 


SKU #: 01-01830 UPC: 850013143788 


SPRINGFIELD | FIT © (1) 1/3N 3V Lithium battery included 
ARMORY? HELLCAT® 


RED | LASER 
4 HOURS | RUNTIME © Front grip Instinctive Activation” activates 
YES | INSTINCTIVE laser when you naturally grip the firearm 
ACTIVATION™ 
© Master ON/OFF switch to conserve battery life 


ADJUSTABLE | WINDAGE & 
! ELEVATION © Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


Z CRIMSON 
Sp. ( ОРАТ5: (er PATS: (tr) к 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Bottom access battery door 


© Attaches to trigger guard for a seamless fit 


\ INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 

is activated as end-users 
naturally grip their firearm. 


LASERGUARD? 
SKU #: 01-01820 ОРС: 850013143771 
SPRINGFIELD | FIT © (1) 1/3N 3V Lithium battery included 
ARMORY? HELLCAT? 


© Bottom access battery door 
GREEN | LASER 


2 HOURS | RUNTIME © Front grip Instinctive Activation” activates 
YES | INSTINCTIVE laser when you naturally grip the firearm 


ЗОД © Master ON/OFF switch to conserve battery life 


© Attaches to trigger guard for a seamless fit 


ADJUSTABLE | WINDAGE & 
! ELEVATION 9 Pre-sighted from the bt 
POLYMER | CONSTRUCTION factory at 50 feet INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


IPX4 | WATER RESISTANT 


ER Д 


CRIMSON 
Sp. ( OPATS: (er PATS: (tr | ARIE EN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD® 
SKU #: 01-3000161 UPC: 810048570690 
SAVAGE ARMS? STANCE? | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to triggerguard for flush fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ 9 Pre-sighted from the factory at 50 yards 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


b 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


= SN 


CRIMSON 
YSPC Dre  nIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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WEAPON LIGHT 


RIG" - RAPID ILLUMINATION GRIP 


RIG" SKU #: 01-01720 UPC: 850013143894 
Extra Li-Ion Battery SKU #: 01-3000086 UPC: 810048570539 


M-LOK® and PIC RAIL | FIT © (2) Removable Li-Ion Rechargeable batteries included 
500, 350, 200, 100, 5, | LUMENS 9 Rechargeable battery can be changed without removing the RIG" from the firearm 
VARIABLE DIMMING 
9 Light tested to ANSI FL1 lighting standards 


1HOUR: | RUNTIME (peak lumens) 9 Ergonomic angled foregrip for enhanced handling 
ON, OFF, STROBE, | MODES 


MOMENTARY © Preset outputs: 500L, 350L, 200L, 100L, 5L 
YES | AMBIDEXTROUS O Large + and - brightness buttons for quick adjustment 
ON/OFF 9 Variable Dimming - To get a desired brightness, press and hold the + or - buttons 
YES | VARIABLE DIMMING to increase or decrease brightness levels 
ALUMINUM | CONSTRUCTION © Ambidextrous swappable ON/OFF switch - The RIG" ON/OFF switch can be 
AND POLYMER swapped from the right to the left side. This quick adjustment is optimized 


for end-user preference 


IPX4 | WATER RESISTANT 


INNOVATIVE M-LOK® FLUSH The RIG™ ON/OFF switch can be swapped from the right to the 
MOUNT DESIGN left side prior to installation. It can also be swapped out for the 
remote switch to add even more customizable options. 


RECHARGEABLE LI-ION 
BATTERY PACK 


FR CRIM q 
JSP( SPAS: ERIMEON ws ӨШ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS OPTIONAL 5” REMOTE SWITCH AND CABLE INCLUDED. Not to scale 
VISIT CRIMSONTRACE.COM/WARRANTY 


PIC RAIL ADAPTER PLATE INCLUDED 
p i 


8 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


WEAPON LIGHT 


RAILLIGHT 


SKU #: 01-01690 UPC: 810048570737 


UNIVERSAL ACCESSORY RAIL 


1,000, 500, 250, 100, 5, 
VARIABLE DIMMING 


YES 


1HOUR 


ON (with presets), OFF, ADJUSTABLE, 
STROBE, MOMENTARY 


ALUMINUM 
IPX4 


FIT 
LUMENS 


INSTANT ACTIVATION" 


RUNTIME (peak lumens) 
MODES 


CONSTRUCTION 
WATER RESISTANT 


© (1) 16340 Li-Ion rechargeable battery included 

© Bottom access battery compartment 

© CR123 battery compatible 

© Memory Retention: Remembers the last used setting 


© Attaches to MIL-SPEC 1913 Pic Rails, pistol 
accessory rails, and most GLOCK? accessory rails 


9 Instant Activation": Tap-ON/OFF with Momentary On 
9 Large ambidextrous +/- side buttons 
9 Built-in dimming feature 5 - 1,000 Lumens 


9 Red LED walking light with CT Motion" activation 
can be turned ON/OFF at user's discretion 


anesan TRACE 


The Red LED Walking Light is a downward 
facing 9 lumen LED that illuminates the 
immediate walking area. This allows the 
user to navigate a dark room/area without 
broadcasting their presence or compromising 
their night vision. 


OPATS: LRIMSON 
AOB.COM/PATENTS End IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 
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M 


CT RAD" DOVETAIL MOUNTING KIT 


SKU #: 01-3000054 UPC: 810048570621 


SMITH & WESSON” MsP^, M&P? 2.0, FULL SIZE, | FIT 
COMPACT, SHIELD", SHIELD" PLUS, SHIELD" EZ 


REAR DOVETAIL NOTCH | ATTACHMENT 


RAD" | FOOTPRINT* 
RAD" micro 


STEEL & | CONSTRUCTION ^ 
ALUMINUM E س‎ 


Low profile adapter plate slides into existing 
dovetail for easy adaptability 


9 Includes multiple plates to fit the 
CT RAD" and CT RAD" Micro, CTS-1250 and 
CTS-1550 red dot sights 


© Multiple dovetail slides to fit different S&W° dovetail notches 
© Attaches through the existing dovetail notch on pistol slide 


9 Extremely low profile to minimize sight height 
over the pistol bore 


OPATS: £L RIMSON 
AOB.COM/PATENTS RET IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS * RAD footprint is compatible with the Docter® pattern. 
VISIT CRIMSONTRACE.COM/WARRANTY RAD micro footprint is compatible with the JPoint pattern 


CT RAD" DOVETAIL MOUNTING KIT 


SKU #: 01-3000186 UPC: 810048570782 


GLOCK® ALL FULL-SIZE, 42, 43, 48 | FIT 
REAR DOVETAIL NOTCH | ATTACHMENT 


RAD" | FOOTPRINT* 
RAD" micro 


STEEL & | CONSTRUCTION 
ALUMINUM 


9 Includes multiple plates to fit the 
CT RAD" and CT RAD" Micro, CTS-1250 and A Low profile adapter plate slides into existing 
CTS-1550 red dot sights dovetail for easy adaptability 


© Multiple dovetail slides to fit micro and full-size RADs 


9 Attaches through the existing dovetail notch 
on pistol slide 


9 Extremely low profile to minimize sight height 
over the pistol bore 


AOB.COM/PATENTS ШОП p WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS * RAD footprint is compatible with the Docter? pattern. 


VISIT CRIMSONTRACE.COM/WARRANTY RAD micro footprint is compatible with the JPoint pattern 
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CLOSED REFLEX SIGHTS - 


HRO" - HEAVY RECOIL OPTIC 


SKU #: 01-01810 UPC: 850013143764 


UNIVERSAL PIC RAIL | FIT (1) CR2 battery included 
2 MOA RED | DOT 9 Fully enclosed red dot sight 
50,000 HOURS | RUNTIME © CT MOTION” Sensor - Detects movement of the 


ves | CT MOTION” firearm and automatically turns the reflex sight on 


SENSOR © Manual Shutoff function for battery conservation 
UNLIMITED | EYE RELIEF 9 Large function buttons for brightness adjustment 
AEROSPACE | CONSTRUCTION 9 Height: Full Co-Witness for optimal sight height 
ALUMINUM © Integrated Pic Rail Mount for universal attachment 
IPX7 | WATERPROOF © Recessed optic lens for increased durability 


8.502 (with battery) | WEIGHT 


OPATS: E RIMSON xx AR AR —& 
AOB.COM/PATENTS NE IFETIME WARRANTY’ Á AL MOL HIPS LA 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY Ат CORRE 


CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 
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THROW LEVER 


SKU 1t: 01-3002489 UPC: 810048570638 


ALL HARDLINE", HARDLINE" PRO & | 


BRUSHLINE" PRO SCOPES 


44mm 


1.125" 
POLYMER 


ОРАТ: (1 


AOB.COM/PATENTS ^ 


FIT 


INNER RING 
DIAMETER 


LEVER HEIGHT 
CONSTRUCTION 


ACCESSORY 


9 Slip-over design 
© Position can be customized for desired angle 
o Robust polymer design for rigidity and light weight 


9 Internal nib construction seats into focus ring 
grooves to prevent slipping 


© Works with all HARDLINE", HARDLINE" PRO, 
BRUSHLINE PRO" scopes 


© Allen wrench for mounting included 


M 


1-6x24mm, 34mm TUBE 


SKU #: 01-3002299 UPC: 810048570546 


2nd | FOCAL PLANE 
34mm | TUBE DIAMETER 
3.5” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
180z | WEIGHT 


Throw lever and flip-up 2 ê © kE * wo 
scope caps included 10.59" 177" 133" 347" 22" 315" 6.89" 0.28" 


Close-up of Reticle 


БЕМ r 


Pm. SAR > а SS SER ER HIS 


OPATS:G) AAC MOL INP SPC МР 


ÓN CARI “У 
MINA, SPACE Gp CAPPED «90 RES OCALA, 
AS ey A TA ZA ETIME 
NTY 


(e f am 8 
0, М2 FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
X=. y d SA м” VISIT CRIMSONTRACE.COM/WARRANTY 


URREN? URREN? 


ILLUMINATED CT TR1-MIL RETICLE 


1-6x24mm, 34mm TUBE 


SKU #: 01-3002401 UPC: 810048570577 


2nd | FOCAL PLANE 
34mm | TUBE DIAMETER 
3.5” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
180z | WEIGHT 


Throw lever and flip-up 
scope caps included 


A B с 0 Е Р G H 
10.59" 1.77" 1.33" 347" 2.2" 345” 6.89" 0.28" 


Close-up of Reticle 


SPACE С, ER Pn. CK PR, GEN Д 


OPATS:(0) AAC Mot HIPO SPX NP 


ALUMNO CORRI 
„MING Je, pu A CAPPED کی‎ pos ОСА. lg, ETI M E 
YU LN = €" IN NTY 
4Z 34: O, —= FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
SZ Ww RS `Z NA VISIT CRIMSONTRACE.COM/WARRANTY 
RETOS a TORRE? 7URRES? 


CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 


ILLUMINATED CT TR1-MOA RETICLE 
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M 


1-8x28mm, 34mm TUBE 


SKU #: 01-3002300 


2nd 
34mm 
3.5” 


AEROSPACE 
ALUMINUM 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


ФО = 


Throw lever and flip-up 
scope caps included 


UPC: 810048570553 


A B c 


10.57" 177" 1.33" 347" 


E F 
2.4" 2.95" 6.89" 0.28" 


G H 


Close-up of Reticle 


= n. NS ША کو‎ PRO, SE Ko, 
= G 7, 
OPATS:(4) АДГ AP» XSP NP 
м “Уу NS NS 
wk Je, CAPPED SS Böse, P As ETI M E 
ay = 7, == NTY 
w SZ I I VISTCRIMSONTRACECOMAWARRANIY о 
ETICV RRE 
1-8x28mm, 34mm TUBE ILLUMINATED CT TR1-MOA RETICLE 


SKU #: 01-3002402 


2nd 
34mm 
3.5" 


AEROSPACE 
ALUMINUM 


IPX7 
18oz 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


UPC: 810048570584 


ILLUMINATED CT TR1-MIL RETICLE 


Throw lever and flip-up 


scope caps included 
A B с D E F G H 


10.67" 1.77" 1.33" 3.47" 2.40" 2.95" 6.89” 0.28" 


Close-up of Reticle 


SPACE c, MUM SERPR OCKPR GEN Py, 
OPATS:(@) 7 2& FR SR GE. 
: 
asco) AAC MOC WP )SPX NP 
Аты CLA Ri 
SX DR DR 2 A ETIME 
A! » М 7, So NTY 
=@— 34: O, ELSA FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
wa VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


1-10x28mm, 34mm TUBE 


SKU #: 01-3002301 


2nd 
34mm 
3.5" 


AEROSPACE 
ALUMINUM 


IPX7 
18oz 


UPC: 810048570560 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


ILLUMINATED CT TR1-MIL RETICLE 


gi mie 


Throw lever and flip-up A B C D E F G H 
i 10.85" 177" 1.33" 3.47" 244" 3.23" 7.17" 0.28" 
scope caps included 


DR RR SER. SOS AB ч Close-up of Reticle 
OPATS:(tr) AAC MOC NPS ’SPX NB 
AOB.COM/PATENTS 
Атты CART 
УММА x Nus CE Cp «RO Вес. «OCAL Plg 
TU IR Zn IO ETIME 
M O — NTY 
< dà: ) = 
du FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
>= x= A “У visi CRIMSONTRACE.COM/WARRANTY 


1-10x28mm, 34mm TUBE 


SKU #: 01-3002403 


ILLUMINATED CT TR1-MOA RETICLE 


UPC: 810048570591 


2nd | FOCAL PLANE 
34mm | TUBE DIAMETER 
3.5" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
180z | WEIGHT 


A 


Throw lever and flip-up 
scope caps included 


A B с 0 Е F G H 
10.85" 1.77" 1.33" 347" 2.44" 3.23" 7317" 0.28" 


Close-up of Reticle 


p E Qn. J wk PRo, A «59000800 FX 
ОРАТ: (tr) ‚SP ( 
AOB.COM/PATENTS AAC MOL ИР; 0 SP Ç N p £ 
ALUMINON CARI 
MIN, ACE PPE, О RE. CAL 
X > Bx = sS XN M ETIME 
ы” 4 34 M = @, E NTY 
ë J Jm м? FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
nt x= A “У VISIT CRIMSONTRACE.COM/WARRANTY 
CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 15 


HORIZONLINE" 2000 LASER RANGEFINDER 


UPC: 810048570799 


SKU #: 01-3002000 


7x22 

YES 

11- 2,000 YARDS 
11-700 YARDS 


4,000 RANGES 
7.20z 


AEROSPACE 
ALUMINUM 


MAGNIFICATION 
ILLUMINATED 


RANGE - REFLECTIVE 


RANGE - ANIMAL 
RUNTIME 
WEIGHT 
CONSTRUCTION 


Unis ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


O (1) CR2 battery included 
© IPX4 water resistant 
9 Accuracy: «/- 2 yards @ 1,000 yards 


© Battery Life: minimum 4,000 individual 
target range readings 


© FOV at 100 yards: 31.4ft 
© Response time: 1 sec. 
9 Adjustable diopter 


© Easy-to-Use menu 


CT HORIZONLINE™ RETICLE 


9 5 brightness settings 

© Top-Mounted range button 
9 Large +/- function buttons 
9 Auto-Shutoff function 


‘H.z 


O 


38531 
A 


FIRST LC 


MODES 

(LOS) Line of Sight 

(AMR) Angled Modified Range 
(LRM) Long Range Mode 

(FIRST) Best feedback from laser 
( 

( 


LAST) Furthest distance feedback from laser 


° 
° 
° 
° 
° 
© (SCAN) Active ranging where reticle is pointed 


HORIZONLINE" 4000 LASER RANGEFINDER 


UPC: 810048570805 


SKU #: 01-3001999 


7x22 

YES 

11- 4,000 YARDS 
11 - 1,300 YARDS 
4,000 RANGES 
7.2 oz 


AEROSPACE 
ALUMINUM 


MAGNIFICATION 
ILLUMINATED 


RANGE - REFLECTIVE 


RANGE - ANIMAL 
RUNTIME 
WEIGHT 
CONSTRUCTION 


ERMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© (1) CR2 battery included 
O IPX4 water resistant 
9 Accuracy: +/- 2 yards @ 1,000 yards 


© Battery Life: minimum 4,000 individual 
target range readings 


© FOV at 100 yards: 31.4ft 
© Response time: 1 sec. 
© Adjustable diopter 


© Easy-to-Use menu 


I | CT HORIZONLINE" RETICLE 
9 5 brightness settings 


9 Top-Mounted range button 
9 Large +/- function buttons 
© Auto-Shutoff function 


E 


ARR 
3 H b. ү 
нт Los 


MODES 

(LOS) Line of Sight 

(AMR) Angled Modified Range 

(LRM) Long Range Mode 

(FIRST) Best feedback from laser 

(LAST) Furthest distance feedback from laser 
(SCAN) Active ranging where reticle is pointed 


9 
9 
9 
9 
9 
9 


16 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


HORIZONLINE" PRO LASER RANGEFINDING BINOS 


SKU #: 01-3002001 UPC: 810048570836 


10x42 | MAGNIFICATION 
YES | ILLUMINATED 
11- 2,000 YARDS | RANGE - REFLECTIVE 
11- 800 YARDS | RANGE - ANIMAL 
28.5 oz | WEIGHT 
POLYMER | CONSTRUCTION 


CERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


(1) CR2 battery included 
O IPX4 water resistant 


© Accuracy: +/- 1 yards © 100 yards 
+/- 2 yards @ 1,000 yards 
*/- 3 yards @ 1,000 to 2,000 yards 


© FOV at 100 yards: 31.4ft 

© Objective Lens Diameter: 42mm 
© Adjustable diopter 

© Easy-to-Use menu 


© CT RADIANT™ ambient light sensor - The ambient 
light sensor automatically adjusts reticle's 
brightness to the surrounding lighting condition 


9 5 manual brightness settings 
9 Large top-mounted function buttons 
© Auto-Shutoff function 


9 Bino harness and bivy case included 


CRIMSONTRACE.COM 


CT HORIZONLINE" PRO RETICLE 


= ° 
2292 


-0- 


MODES 

(LOS) Line of Sight 

(AMR) Angled Modified Range 

(LRM) Long Range Mode 

(FIRST) Best feedback from laser 

(LAST) Furthest distance feedback from laser 
( 


° 
° 
° 
° 
° 
© (SCAN) Active ranging where reticle is pointed 
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LASERGUARD® 


SKU #: 01-02060 UPC: 850013143924 


RUGER? MAX-9" | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Bottom access battery door 
4 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 

YES | INSTINCTIVE © Front grip Instinctive Activation" 

ACTIVATION™ activates laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE & { і 
ELEVATION 0 ON/OFF switch for battery conservation x misses ACTIVATION" 
9 Pre-sighted from the Instinctive Activation” 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


factory at 50 feet is activated as end-users 


naturally grip their firearm. 
FR 

OPATS: (er) CRIMSON 
Sp N AOB.COM/PATENTS БОМБА ТО IFETIME WARRANTY” 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD*? 

SKU 3t: 01-02050 UPC: 850013143931 

RUGER? MAX-9" | FIT © (1) 1/3N 3V Lithium battery included 

GREEN | LASER © Bottom access battery door 
2 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE, 9 Front grip Instinctive Activation" 
ACTIVATION activates laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE & ; ; 
J ELEVATION © Master ON/OFF switch for battery conservation 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


9 Pre-sighted from the 


POLYMER | CONSTRUCTION factory at 50 feet 


IPX4 | WATER RESISTANT 


FR CRIMSON 
Sp OPATS:(tr)  AEERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD*? 


SKU #: 01-01830 UPC: 850013143788 


SPRINGFIELD | FIT > (1) 1/3N 3V Lithium battery included 
ARMORY? HELLCAT 


RED | LASER 
4 HOURS | RUNTIME 


© Bottom access battery door 
© Attaches to trigger guard for a seamless fit 


© Front grip Instinctive Activation” 


ES 


YES TED. activates laser when you naturally grip the firearm INSTINCTIVE ACTIVATION” 
© Master ON/OFF switch to conserve battery life nstinctive Activation™ 
ADJUSTABLE | WINDAGE & А is activated as end-users 
ELEVATION 9 Pre-sighted from the factory at 50 feet naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


PR CRIMSON 
»sp« PATS: (cr) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD*? 


SKU #: 01-01820 UPC: 850013143771 


SPRINGFIELD | FIT © (1) 1/3N 3V Lithium battery included 
ARMORY® HELLCAT © Bottom access battery door 
GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation” 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION: © Master ON/OFF switch to conserve battery life 
een Her 9 Pre-sighted from the factory at 50 feet 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 


IPX4 | WATER RESISTANT 


y PRo, q 


CRIM. 
JSP( OPAS) ÆRMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-483 
SKU #: 01-3700 UPC: 610242004409 
BERETTA? | FIT © (1) 1/3N 3V Lithium battery included 
NANO 9mm © Attaches to trigger guard for a seamless fit 
RED | LASER А "emn РТИ” 
© Front егір Instinctive Activation 
4 HOURS | RUNTIME activates laser when you naturally grip the firearm 
YES | INSTINCTIVE © Pre-sighted from the factory at 50 feet 


ACTIVATION™ 


ADJUSTABLE | WINDAGE & INSTINCTIVE ACTIVATION 
ELEVATION І Instinctive Activation 


is activated as end-users 
POLYMER | CONSTRUCTION i naturally grip their firearm. 


IPX4 | WATER RESISTANT ч > ЕН 
FR CRIMSON = 
Y ARMEON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


tye 
i} 


LASERGUARD? LG-443 
SKU 3t: 01-4380 UPC: 610242005598 
GLOCK? 42, 43, 43X, 48 | FIT o (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 


Е" 


ELEVATION INSTINCTIVE ACTIVATION " 
POLYMER | CONSTRUCTION Instinctive Activation™ 
is activated as end-users 
IPX4 | WATER RESISTANT ' = > naturally grip their firearm. 


Келш 


FR CRIMSON LJ 
XSP ( OPATS: (Er  LBIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-443G 


SKU #: 01-4630 UPC: 610242006151 


GLOCK? 42, 43, 43X, 48 | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation" 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION © Master ON/OFF switch for battery conservation 


ADJUSTABLE | WINDAGE & -si 
J ELEVATION 9 Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION + 
IPX4 | WATER RESISTANT =< — INSTINCTIVE ACTIVATION 


\ —- Instinctive Activation” 
EN is activated as end-users 
naturally grip their firearm. 
КОЛ 
\SP« © PATS: (tr £ CRIMSON ka 
C Ё AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-436 


SKU #: 01-2340 UPC: 610242000586 


GLOCK? GEN3: 19, 23, 25, 26, | FIT O (1) 1/3N 3V Lithium battery included 
27, 28, 32, 36, 38, 39 


GENA: 19, 23, 26, 27, 32, 33 . D. WR 
GENS: 19 © Front grip Instinctive Activation 


activates laser when you naturally grip the firearm 
9 Pre-sighted from the factory at 50 feet 
© Does not fit GLOCK? 36 FGR 


© Attaches to trigger guard for a seamless fit 


RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE X m 
ACTIVATION™ INSTINCTIVE ACTIVATION 
Instinctive Activation™ 


ADJUSTABLE | WINDAGE & = ; is activated as end-users 
ELEVATION | e 


(~ naturally grip their firearm. 
POLYMER | CONSTRUCTION 


IPX4 | WATER RESISTANT — ¿e HL 
и ( ) CRIMSON 
D N OPATS: (Er AZ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-499 | 
SKU #: 01-6600 UPC: 610242007875 // ETE — 
HK? VP9, VP9SK, VP40 | FIT 9 (1) 1/3N 3V Lithium battery included | 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation” 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION" о Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 7 a 


POLYMER | (ONSTRUCTION ~ == 
IPX4 | WATER RESISTANT y 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


ER ВОО. 


CY 
CRIMSON I 
1SP( OPATS: (tr RIMON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


22 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


o LASERGUARD - 


LASERGUARD? LG-499G 


SKU #: 01-6590 UPC: 610242007868 Í G 120144 


HK? МР9, VP9SK, VP40 | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation" 


YES | INSTINCTIVE activates laser when you naturally erip the firearm 


ACTIVATION" © Master ON/OFF switch for battery conservation 
ADJUSTABLE | WINDAGE & © Pre-sighted from the factory at 50 feet 
ELEVATION 8 y INSTINCTIVE ACTIVATION™ 
POLYMER | CONSTRUCTION š Instinctive Activation " 


is activated as end-users 
naturally grip their firearm. 


IPX4 | WATER RESISTANT > = == 
A 


ГЕМ. —L, 
YPX OPATS: (er  LBIMSON | 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-433 


SKU #: 01-3060 UPC: 610242000784 


KAHR ARMS? P380, CW380 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ © Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


* 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 


naturally grip their firearm. 
«9800, 


ры CRIMSON 
ySP( OPATS:(c) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-437 
SKU #: 01-2410 UPC: 610242000647 
KAHR ARMS? CW3, CWA0, P9, P40, PMS, | FIT © (1) 1/3N 3V Lithium battery included 
PM40, ТРЭ, TP40, CTS, CT40, CT45 © Attaches to trigger guard for a 
RED | LASER seamless fit 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally 


ACTIVATION™ grip the firearm 


ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory 
ELEVATION at 50 feet 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


JH ROO. 


CRIMSON 
ISPX ОРАТ: (tr) pcs 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-430 


SKU #: 01-2040 UPC: 610242000036 


KEL-TEC? P3AT, P32 GEN 1 AND II | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front T о a 
activates laser when you natura 
YES INSTINCTIVE, inthe firearm — i x 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet INSTINCTIVE ACTIVATION" 
ELEVATION Instinctive Activation™ 


POLYMER | CONSTRUCTION «УНЕ is activated as end-users 


ipxa WATER RESISTANT = — ge naturally grip their firearm. 
A 


CRIM = 
YSPC OPATS:(tr) ZERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-435 
SKU 3t: 01-2400 UPC: 610242000593 
KEL-TEC? PF9 | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation” 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION — s 
POLYMER | CONSTRUCTION — e 
IPX4 | WATER RESISTANT — — INSTINCTIVE ACTIVATION™ 
ed Instinctive Activation" 
SOR is activated as end-users 


aee Xe. 


CRIMSON Ë naturally grip their firearm. 
Y ARMEON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-479 
SKU 3t: 01-4550 UPC: 610242006038 
REMINGTON? RM380 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 


VES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION а — 
POLYMER | CONSTRUCTION > у= 
IPX4 | WATER RESISTANT / LE INSTINCTIVE ACTIVATION " 
Instinctive Activation" 
— is activated as end-users 


ER Roo, А ‘fi 
© PATS: € CRIMSON naturally grip their firearm. 
D ( AOB.COM/PATENTS COMMER Te IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-431 


SKU #: 01-2250 UPC: 610242000388 


RUGER? LCP | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER 9 Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" ° MEGER d > 
YES | INSTINCTIVE activates laser when you naturally grip the firearm AY E 
ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE Є 
ELEVATION = 
Instinctive Activation™ 
IPX4 ! WATER RESISTANT ° 15 activated as end-users 
СЕЕ naturally grip their firearm. 
3 


CRIMSON 
ISPX OPATS: (т  LBIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-497 
SKU 3t: 01-7310 UPC: 610242008469 
RUGER” LCP II | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 
VES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION = 
IPX4 | WATER RESISTANT | 


pete. PRO, 


CRIMSON 
Sp. ( OPATS: (er pc 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-497G 
SKU #: 01-7300 UPC: 610242008452 
RUGER? LCP II | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation" 
ves | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION™ 9 Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 

ELEVATION 


POLYMER | CONSTRUCTION 


INSTINCTIVE ACTIVATION™ 
IPX4 | WATER RESISTANT 


Instinctive Activation™ 
is activated as end-users 


y PRo, ON 


" CRIMSON тщ naturally grip their firearm. 
Xp. OPNS) ERMEN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LASERGUARD? LG-416 


SKU #: 01-7830 UPC: 610242009114 


RUGER® LC9, LC9s, LC380, Ec9s | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER 9 Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME ° Front grip Instinctive Activation" 
YES INSTINCTIVE on you naturally 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet 
ELEVATION INSTINCTIVE ACTIVATION " 


Instinctive Activation” 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION = 
IPX4 | WATER RESISTANT 


КЧ 


IR . CRIMSON 9 
»sp« QPATS:(e) ALRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-416G 

SKU #: 01-7840 UPC: 610242009121 

RUGER? LC9, LC9s, LC380, Ec9s | FIT © (1) 1/3N 3V Lithium battery included 

GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation" 
activates laser when you naturally 
VES | INSTINCTIVE, grip the firearm 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


AA : CRIMSON = 
ISPX Br | GUMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


LASERGUARD? LG-449 
ys a 
SKU #: 01-5040 UPC: 610242001088 (C 
RUGER? SR9C, SRA0C Compact | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 
activates laser when you naturally 
YES VE grip the firearm 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet 
ELEVATION 
POLYMER | CONSTRUCTION S INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


IPX4 | WATER RESISTANT 


КОШИ 


FR i CRIMSON 
yep QPATS:(er) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-492 


SKU #: 01-7070 UPC: 610242001187 


SIG SAUER® P238, P938 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME 0 Front grip Instinctive Activation” 
YES INSTINCTIVE. E you naturally 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet Em 
ELEVATION INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


eX CRIMSON 
Yep OPATS:(E) ZGRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-492G 
SKU #: 01-4750 UPC: 610242006656 
SIG SAUER® P238, P938 | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to trigger guard for a seamless fit 
2 HOURS | RUNTIME © Front grip Instinctive Activation" 
VES INSTINCTIVE А you naturally 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for 
ELEVATION battery conservation ( 
POLYMER | CONSTRUCTION © Pre-sighted from the = : INSTINCTIVE ACTIVATION™ 
IPXA | WATER RESISTANT factory at 50 feet А Instinctive Activation" 


i is activated as end-users 


naturally grip their firearm. 
HL y grip f 


CRIMSON 
D ( OPATS: (Er ROD 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-420 
SKU #: 01-7770 UPC: 610242009077 
SIG SAUER? P320 | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER © Bottom access battery door 
4 HOURS | RUNTIME © Attaches to trigger guard 


for a seamless fit 


YES | INSTINCTIVE 
ACTIVATION™ © Front grip Instinctive Activation" 
ADJUSTABLE | WINDAGE & activates laser when you naturally i 
| ELEVATION grip the firearm INSTINCTIVE ACTIVATION 


Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION © Pre-sighted from the factory 
IPX4 | WATER RESISTANT 21 50 feet 


yo Reno), 


S CRIMSON 
ISPX RE GUMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS ru 
VISIT CRIMSONTRACE.COM/WARRANTY — 
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LASERGUARD? LG-420G 


SKU #: 01-7780 UPC: 610242009084 


SIG SAUER® P320 | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Bottom access battery door 
2 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE 9 Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally grip 26 
ADJUSTABLE | WINDAGE 5 the firearm аА 
ELEVATION ó Pre-sighted f th | ns ing Ive Activation 
re-signted from the is activated as end-users 
POLYMER | CONSTRUCTION factory at 50 feet naturally grip their firearm. 


IPX4 | WATER RESISTANT 


eX CRIMSON 
YSP QPATS:(Er) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-422 
SKU 1t: 01-8150 UPC: 850002469400 
SIG SAUER? P365 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Bottom access battery door 
4 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE % Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE & S 
J ELEVATION © Pre-sighted from the factory at 50 feet 


INSTINCTIVE ACTIVATION " 
Instinctive Activation” 
is activated as end-users 


* 
IPX4 | WATER RESISTANT a 
HL naturally grip their firearm. 
ISPX ©PATS: 2 CRIMSON 
АОВ.СОМ/РАТЕМТ5 d IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


POLYMER | CONSTRUCTION 


LASERGUARD? LG-422G 
SKU #: 01-8160 UPC: 850002469417 
SIG SAUER? P365 | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Bottom access battery door 
2 HOURS | RUNTIME © Attaches to trigger guard for a seamless fit 
YES | INSTINCTIVE 9 Front erip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally grip the firearm 
ADJUSTABLE | WINDAGE 6 © Master ON/OFF switch for battery conservation 
ELEVATION / y INSTINCTIVE ACTIVATION " 


9 Pre-sighted from the factory at 50 feet Instinctive Activation” 


is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


CK PRO, > 
aN CRIMSON | аз 
ISPX le a p e i 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-362 


SKU #: 01-7440 UPC: 610242008599 


SMITH & WESSON®: M&P? M2.0" | FIT © (1) 1/3N 3V Lithium battery included 
Full-Size & Compact 


RED | LASER 9 Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 
YES | INSTINCTIVE 
ACTIVATION™ 0 Pre-sighted from the factory 


ADJUSTABLE | WINDAGE & at 50 feet 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


© Attaches to trigger guard for a seamless fit 


N 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


JR Ron, 


CRIM. 
ISPX OPATS:(er) ФЕВІМБОМ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-362G 


SKU #: 01-7450 UPC: 610242008605 


SMITH € WESSON®: M&P® M2.0” | FIT © (1) 1/3N 3V Lithium battery included 
Full-Size & Compact 


GREEN | LASER 9 Front grip Instinctive Activation" 
2 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 
YES | INSTINCTIVE 
ACTIVATION™ © Master ON/OFF switch for 


ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION © Pre-sighted from the factory 
POLYMER | CONSTRUCTION at 50 feet 


IPX4 | WATER RESISTANT 


© Attaches to trigger guard for a seamless fit 


b" 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


20555 200, 


AS CRIMSON 
SP: ( OPATS: (er PATS: (tr) | ARIE 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD® LG-360G 
SKU #: 01-4580 UPC: 610242006120 
SMITH & WESSON®: M&P? | FIT © (1) 1/3N 3V Lithium battery included 
Full-Size & Compact © Attaches to trigger guard for a seamless fit 
GREEN | LASER © Front grip Instinctive Activation" 
2 HOURS | RUNTIME activates laser when you naturally grip 
the firearm 
VES | INSTINCTIVE А bs 
ACTIVATION MAET ON/OFF ШОП INSTINCTIVE ACTIVATION" 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation” 
ELEVATION © Pre-sighted from the factory at 50 feet is activated as end-users 


POLYMER | CONSTRUCTION naturally grip their firearm. 


IPX4 | WATER RESISTANT 
ER ERO. 


CRIMSON 
T PA pc 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-454 


SKU #: 01-4560 UPC: 610242005871 


SMITH & WESSON®: M&P? | FIT © (1) 1/3N 3V Lithium battery included 
Bodyguard™ 380 


RED | LASER © Front grip Instinctive Activation™ 
4 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE SNP Re es 
ACTIVATION™ 9 Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


9 Attaches to trigger guard for a seamless fit 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


HR PRO. 


CRIMSON 
358 FASO ERMEN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-454G 
SKU #: 01-4390 UPC: 610242005864 
SMITH & WESSON®: M&P? | FIT O (1) 1/3N 3V Lithium battery included 
Bodyguard" 380 © Attaches to trigger guard for a seamless fit 
GREEN | LASER © Front grip Instinctive Activation” 
2 HOURS | RUNTIME activates laser when you naturally 
grip the firearm 
YES | INSTINCTIVE 
ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE WINDAGE & battery conservation 
ELEVATION 9 Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 


naturally grip their firearm. 
ER 


CRIMSON 
ISPX OPATS: (т — 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-485 


SKU #: 01-5540 UPC: 610242008025 


SMITH & WESSON®: MEP? | FIT © (1) 1/3N 3V Lithium battery included 
45 Shield" 


RED | LASER © Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 
YES | INSTINCTIVE 
ACTIVATION™ © Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


FX CRIMSON 
Sp ОРАТ5:(т) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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© Attaches to trigger guard for a seamless fit 


nore. ACTIVATION™ 
Instinctive Activation™ 

is activated as end-users 
naturally grip their firearm. 


o LASERGUARD - 


LASERGUARD? LG-485G 


SKU #: 01-5580 UPC: 610242008032 


SMITH & WESSON®: M&P? | FIT > (1) 1/3N 3V Lithium battery included 
45 Shield" 


GREEN | LASER © Front grip Instinctive Activation” 
2 HOURS | RUNTIME activates laser when you naturally grip the firearm 


9 Attaches to trigger guard for a seamless fit 


VES | INSTINCTIVE © Master ON/OFF switch for battery conservation 


ACTIVATION" © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


FR CRIMSON 
T OPATS: (tr) ZERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


LASERGUARD? LG-489 


SKU #: 01-3560 UPC: 610242004300 


SMITH & WESSON®: M&P? Shield", | FIT 1. . 
M2.0" Shield" 9mm & .40 SSW © (1) 1/3N 3V Lithium battery included 


RED | LASER © Attaches to trigger guard fora 
seamless fit 


4 HOURS | RUNTIME : SE RR 
© Front grip Instinctive Activation 


YES | INSTINCTIVE activates laser when you naturally 
ACTIVATION grip the firearm 


ADJUSTABLE EE ENT © Pre-sighted from the factory 


at 50 feet 


INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ 
POLYMER | CONSTRUCTION is activated as end-users 


IPX4 | WATER RESISTANT as naturally grip their firearm. 


Fo — 
CN 


FR CRIMSON 
D ( OPATS: (tr)  LBIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-489G 


SKU #: 01-4490 UPC: 610242005635 


SMITH & WESSON®: MEP? Shield", | F 
M2.0" Shield" 9mm & .40 SEW 


GREEN | LASER 9 Front grip Instinctive Activation" 
2 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE ЕРЕ an 
ACTIVATION” о Master ON/OFF switch for 


T (1) 1/3N 3V Lithium battery included 


© Attaches to trigger guard for a seamless fit 


ADJUSTABLE | WINDAGE & battery conservation MM 
ELEVATION : Instinctive Activation" 
© Pre-sighted from the factory is activated as end-users 
POLYMER | CONSTRUCTION at 50 feet naturally grip their firearm. 


IPX4 | WATER RESISTANT 


ER ERO. 


CRIMSON 
T SPATSA GRIMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-459 


UPC: 850002468424 


SKU #: 01-9870 


SMITH & WESSON®: M&P? 9EZ”, | FIT O (1) 1/3N 3V Lithium battery included 
380EZ" E MEP^22 Compact © Bottom access battery door 
RED | LASER © Attaches to trigger guard for a 
4 HOURS | RUNTIME seamless fit INSTINCTIVE ACTIVATION™ 
YES | INSTINCTIVE © Front grip Instinctive Activation" Instinctive Activation™ 
ACTIVATION™ activates laser when you naturally is activated as end-users 
ADJUSTABLE | WINDAGE & grip the firearm naturally grip their firearm. 
ELEVATION © Master ON/OFF switch for 
POLYMER | CONSTRUCTION battery conservation — 
IPX4 | WATER RESISTANT Ф Pre-sighted from the factory at 50 feet 4 > : 
ER. E E | 
ОРАТ: (Er CRIMSON E 
SP AOB.COM/PATENTS — PC эй 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
LASERGUARD? LG-459G 


SKU #: 01-9880 


UPC: 850002469431 


SMITH & WESSON®: M&P? 9EZ”, | FIT (1) 1/3N 3V Lithium battery included 
380EZ” E MEP^22 Compact © Bottom access battery door 
GREEN | LASER © Attaches to trigger guard for a 
2 HOURS | RUNTIME seamless fit 
YES | INSTINCTIVE 9 Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally INSTINCTIVE ACTIVATION™ 
i i Instinctive Activation” 
ADJUSTABLE | WINDAGE 6 ERU Боа а en usas 
EEEVATIUN o Master ON/OFF switch for naturally grip their firearm. 
POLYMER | CONSTRUCTION battery conservation 
IPX4 | WATER RESISTANT 0 Pre-sighted from the factory at 50 feet Ww = ف‎ 
me 1 | 
ISPX ОРАТ: (Er Е r 
AOB.COM/PATENTS IFETIME WARRANTY" y di 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS — 
VISIT CRIMSONTRACE.COM/WARRANTY 
LASERGUARD? LG-457 
| ; = 


SKU #: 01-7570 
SMITH & WESSON®: SD9", SD9 
VE", 5040" & 5040 VE" 

RED 

4 HOURS 

YES 


ADJUSTABLE 


POLYMER 
IPX4 


ER FRO. 


ISPX OPATS: 


AOB.COM/PATENTS 


32 


UPC: 610242008704 


FIT © (1) 1/3N 3V Lithium battery included 

© Attaches to trigger guard for a 
LASER seamless fit 
RUNTIME © Front grip Instinctive Activation” 

activates laser when you naturally 

ОНЕГЕ. grip the firearm 
WINDAGE & 9 Pre-sighted from the factory ico" ACTIVATION™ 
ELEVATION at 50 feet 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


CONSTRUCTION 
WATER RESISTANT 


LERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


` T ei ye 


6 


FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


o LASERGUARD - 


LASERGUARD? LG-496 


SKU #: 01-6320 UPC: 610242007585 


SPRINGFIELD | FIT > (1) 1/3N 3V Lithium battery included 
ARMORY? XD? MOD.2 


RED LASER 9 Front erip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


YES | INSTINCTIVE grip the firearm 
ACTIVATION™ © Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


© Attaches to trigger guard for a seamless fit 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


JR Roo, 


CRIMSON 
JSP( FASE ERMEN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-496G 


SKU #: 01-6330 UPC: 610242007592 


SPRINGFIELD | FIT > (1) 1/3N 3V Lithium battery included 
ARMORY? XD? MOD.2 


GREEN | LASER 9 Front grip Instinctive Activation" 
2 HOURS | RUNTIME activates laser when you naturally grip the firearm 
YES | INSTINCTIVE © Master ON/OFF switch for battery conservation 


ACTIVATION 9 Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


© Attaches to trigger guard for a seamless fit 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


JH RROD 


CRIMSON 
YPX MUN GRIMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-448 
SKU #: 01-6090 UPC: 610242001200 
SPRINGFIELD | FIT O (1) 1/3N 3V Lithium battery included 
ARMORY” XD°, XD(M) © Attaches to trigger guard for a seamless fit 
RED | LASER 
9 Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 


ACTIVATION™ 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


9 Pre-sighted from the factory at 50 feet 
INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


КОШ 


Zn CRIMSON 
ISPX ees Ca GUMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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Laser GUARD 


LASERGUARD? LG-469 


SKU #: 01-3760 UPC: 610242004638 


SPRINGFIELD | FIT O (1) 1/3N 3V Lithium battery included 
ARMORY” XD-S 9 Attaches to trigger guard for a seamless fit 
RED LASER © Front grip Instinctive Activation” 
4 HOURS | RUNTIME activates laser when you naturally grip the firearm 

YES | INSTINCTIVE 9 Pre-sighted from the factory at 50 feet 

ACTIVATION™ 
ADJUSTABLE | WINDAGE & 

ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


JR Roo, 


CRIMSON 
JSP( OPNS) ERMEN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-469G 


SKU #: 01-4720 UPC: 610242006366 


SPRINGFIELD | FIT (1) 1/3N 3V Lithium battery included 
ARMORY? XD-S 


GREEN | LASER 9 Front grip Instinctive Activation" 
2 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE rip the fireatm 


© Attaches to trigger guard for a seamless fit 


ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION © Pre-sighted from INSTINCTIVE ACTIVATION™ 
POLYMER | CONSTRUCTION the factory at 50 feet Instinctive Activation™ 


is activated as end-users 


IPX4 | WATER RESISTANT naturally grip their firearm. 


xX CRIMSON 
T OPATS: (tr ROD 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-447 
SKU #: 01-6000 UPC: 610242001095 
TAURUS? SLIM 709, 740 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation” 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 


ACTIVATION™ © Pre-sighted from the factory at 50 feet 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


FR CRIMSON 
YSP, SPAS) ERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? LG-407 


SKU #: 01-4000 UPC: 610242001002 


MAA 


TAURUS? ТСР 738 .380 | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME © Front grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION™ © Pre-sighted from the factory at 50 feet 
ADJUSTABLE | WINDAGE & 
ELEVATION 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


JH 


CRIMSON 
JSPK( SPATS) ERIMEON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-493 
SKU #: 01-8030 UPC: 610242001217 
TAURUS? MILLENNIUM PRO | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER 9 Attaches to trigger guard for a 
4 HOURS | RUNTIME seamless fit 
YES | INSTINCTIVE o Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally 
grip the firearm 


ADJUSTABLE | WINDAGE & 
ELEVATION Ó Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


\ 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


AG, 


eX CRIMSON 
Yep ОРАТӘ:(=) CRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? LG-482 
SKU #: 01-5800 UPC: 610242007226 
WALTHER? PPS M2 | FIT O (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to trigger guard for a seamless fit 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally 
ACTIVATION™ grip the firearm i 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory at 50 feet INSTINCTIVE ACTIVATION™ 
ELEVATION Instinctive Activation™ 
POLYMER | CONSTRUCTION is activated as end-users 


naturally grip their firearm. 
IPX4 | WATER RESISTANT 


КОШ 


Zn CRIMSON 
ISPX RE GRIMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD 


LASERGUARD? LG-482G 


SKU #: 01-5810 UPC: 610242007233 


WALTHER? PPS M2 | FIT (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to trigger guard for a seamless fit 


2 HOURS | RUNTIME © Front grip Instinctive Activation” 
YES | INSTINCTIVE activates laser when you naturally grip the firearm 
ACTIVATION © Master ON/OFF switch for battery conservation 


ADJUSTABLE ae 9 Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION (TT L b" 


IPX4 | WATER RESISTANT INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 


is activated as end-users 


КО P ' 
© PATS: ( tr ) CRIMSON naturally grip their firearm. 
XSP N AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LASERGUARD PRO 


o LASERGUARD 


LASERGUARD? PRO - LL-803 


SKU #: 01-5280 UPC: 610242006687 


GLOCK? 42, 43, 43X, 48 | FIT 9 (1) CR2 Lithium battery included 
RED | LASER © Attaches to trigger guard seamless fit 
150 LUMENS | LIGHT © Front grip Instinctive Activation" activates 
50 MIN. | RUNTIME laser when you naturally grip the firearm 
LASER/LIGHT 9 Master ON/OFF switch for battery conservation 
YES | INSTINCTIVE © Modes: Light only, Laser only, Light and Laser, INSTINCTIVE ACTIVATION™ 


ACTIVATION™ 


ADJUSTABLE | WINDAGE & hr | 
ELEVATION 9 Smart circuitry remembers last mode setting 


POLYMER | CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 
ER 


CRIMSON < 
JSP( SPATS) ERIE ч 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? PRO - LL-803G 


SKU #: 01-5860 UPC: 610242007325 


Instinctive Activation" 
is activated as end-users 
naturally grip their firearm. 


Strobe and Laser on 


GLOCK? 42, 43, 43X, 48 | FIT 9 (1) CR2 Lithium battery included 
GREEN | LASER © Attaches to trigger guard seamless fit 
150 LUMENS | LIGHT © Front grip Instinctive Activation"activates 
50 MIN. | RUNTIME laser when you naturally grip the firearm 
LASER/LIGHT © Master ON/OFF switch for battery conservation 
YES | INSTINCTIVE © Modes: Light only, Laser only, Light and Laser, INSTINCTIVE ACTIVATION” 


ACTIVATION™ 


ADJUSTABLE | WINDAGE & А ; 
J ELEVATION © Smart circuitry remembers last mode setting is activated as end-users 


naturally grip their firearm. 
POLYMER | CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 22 ея Í 
IPX4 | WATER RESISTANT 


eX CRIMSON ` 
58 N ОРАТ: (т PATS: (Er ALSO i 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? PRO - LL-807 


SKU #: 01-6940 UPC: 610242008186 


Strobe and Laser on Instinctive Activation" 


GLOCK? GEN3: 17, 17L, 19, 22, | FIT O (1) CR2 Lithium battery included 
23, 24, 25, 31, 32, 34, 35, 37, 38 ; ; 
GENA: 17, 19, 22, 23, 31, 32, © Attaches to trigger guard seamless fit 
34, 35, 37 © Front grip Instinctive Activation™ 
GENS: 17, 19, 19X, 45 activates laser when you naturally 
RED | LASER grip the firearm . 
© Master ON/OFF switch for A 
150 LUMENS | LIGHT battery conservation Instinctive Activation 
is activated as end-users 
50 MIN. | RUNTIME © Modes: Light only, Laser only, naturally grip their firearm. 


САВВИН Light and Laser, Strobe and Laser on 
YES | INSTINCTIVE 


ACTIVATION™ © Smart circuitry remembers last mode setting 
9 Pre-sighted from the factory at 50 feet 


K ' = - — 
ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 


IPX4 | WATER RESISTANT FR Ci 
jsp. OPAS)  LEERIMSQN 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LASERGUARD? PRO - 11-8076 


SKU #: 01-6950 UPC: 610242008193 


GLOCK® GEN3: 17, 17L, 19, 22, 23, 24, | FIT O (1) CR2 Lithium battery included 


25, 31, 32, 34, 35, 37, 38 Attaches to trigger guard seamless fit 
СЕМА: 17, 19, 22, 23, 31, 32, 34, 35, 37 ggers 


GENS: 17, 19, 19X, 45 © Front grip Instinctive Activation™ 
activates laser when you naturally 
GREEN | LASER grip the firearm 
150 LUMENS | LIGHT © Master ON/OFF switch for INSTINCTIVE ACTIVATION 


Instinctive Activation™ 


battery conservation : | 
is activated as end-users 


50 MIN. | RUNTIME 


LASER/LIGHT © Modes: Light only, Laser only, naturally grip their firearm. 
YES | INSTINCTIVE Light and Laser, Strobe and Laser on - 
ACTIVATION" ç Smart circuitry remembers last mode setting & bpo 
ADJUSTABLE | WINDAGE & © Pre-sighted from the factory at 50 feet э = 
ELEVATION 


POLYMER | CONSTRUCTION 
ER 


IPX4 | WATER RESISTANT YSPC ОРАТ: (tr) ZERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? PRO - LL-810 


SKU #: 01-7220 UPC: 610242008377 


GLOCK® GEN3: 26, 27, 33, 36 | FIT O (1) CR2 Lithium battery included 
СЕМА: 26, 27, 33 © Attaches to trigger guard seamless fit 
RED | LASER © Front grip Instinctive Activation" activates laser 


when you naturally grip the firearm 
© Master ON/OFF switch for battery conservation 


© Modes: Light only, Laser only, Light and Laser, 


150 LUMENS | LIGHT 


50 MIN. | RUNTIME 
LASER/LIGHT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 


wee БЕШЕНЕ Strobe and Laser on is activated üs end-users 
ACTIVATION™ 9 Smart circuitry remembers last mode setting шее 
ADJUSTABLE WINDAGE & ° Pre-sighted from the factory at 50 feet = ; h 


ELEVATION 
POLYMER | CONSTRUCTION 


IPX4 | WATER RESISTANT FR CRIMSON — 
35р PASCO ARMEON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? PRO - LL-810G 


SKU #: 01-7260 UPC: 610242008414 


GLOCK? GEN3: 26, 27, 33, 36 | FIT 9 (1) CR2 Lithium battery included 
GENA: 26, 27, 33 © Attaches to trigger guard seamless fit 
GREEN | LASER © Front grip Instinctive Activation" activates 


laser when you naturally grip the firearm 


150ШМЕМЭ | LIGHT © Master ON/OFF switch for battery conservation 


50 MIN. | RUNTIME 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" 


LASER/LIGHT ° ря only, Light and Laser, is activated as end-users 
r r turally grip their fi | 
ves | INSTINCTIVE ШЕ | naturally grip their firearm 
ACTIVATION™ © Smart circuitry remembers last mode setting = = 
ADJUSTABLE WINDAGE & o Pre-sighted from the factory at 50 feet Е 
ELEVATION 
POLYMER | CONSTRUCTION = 


IPX4 | WATER RESISTANT ISPX OPATS: (tr) ZERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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o LASERGUARD - 


LASERGUARD? PRO - LL-801 


SKU #: 01-5600 


S&W? M&P® Shield" & 
M2.0 9, 40 


RED 
150 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


POLYMER 
IPX4 


UPC: 


610242006663 
FIT 


LASER 
LIGHT 


RUNTIME 
LASER/LIGHT 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


O (1) CR2 Lithium battery included 
© Attaches to trigger guard seamless fit 


© Front grip Instinctive Activation” 
activates laser when you naturally grip the firearm 


9 Master ON/OFF switch for battery conservation 


© Modes: Light only, Laser only, Light and Laser, 
Strobe and Laser on 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 


naturally grip their firearm. 
©PATS: 


(=) ZERIMSON | 1 
АОВ.СОМ/РАТЕМТ5 IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Smart circuitry remembers last mode setting 
9 Pre-sighted from the factory at 50 feet 


КОШ 


SP 


LASERGUARD? PRO - LL-801G 


UPC: 


SKU #: 01-5840 


S&W? M&P? Shield" & 
M2.0 9, 40 


GREEN 


150 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


POLYMER 
IPX4 


610242007240 


FIT 


LASER 
LIGHT 


RUNTIME 
LASER/LIGHT 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


o (1) CR2 Lithium battery included 
© Attaches to trigger guard seamless fit 


9 Front grip Instinctive Activation" 
activates laser when you naturally grip the firearm 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 


naturally grip their firearm. 
©PATS: 


(©) Kerımsoy | / A 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Master ON/OFF switch for battery conservation 


© Modes: Light only, Laser only, Light and Laser, 
Strobe and Laser on 


© Smart circuitry remembers last 
mode setting 


9 Pre-sighted from the factory at 50 feet 


КОЛ 


SP 


LASERGUARD? PRO - LL-808 


SKU #: 01-6960 


S&W? M&P® 
Shield" 45 


RED 
150 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


POLYMER 
IPX4 


40 


UPC: 


610242008209 
FIT 


LASER 
LIGHT 


RUNTIME 
LASER/LIGHT 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


O (1) CR2 Lithium battery included 
© Attaches to trigger guard seamless fit 


9 Front grip Instinctive Activation" 
activates laser when you naturally grip the firearm 


© Master ON/OFF switch for battery conservation 


\ 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 


naturally grip their firearm. 
OPATS: 


(=) ZERIMSON | ке š 
АОВ.СОМ/РАТЕМТ5 IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Modes: Light only, Laser only, Light and Laser, 
Strobe and Laser on 


9 Smart circuitry remembers last mode setting 
9 Pre-sighted from the factory at 50 feet 


aoa SH 


ISPX 


FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


LASERGUARD? PRO - LL-808G 


SKU #: 01-6970 


UPC: 610242008216 


S&W? M&P? Shield" 45 | FIT O (1) CR2 Lithium battery included 
GREEN | LASER © Attaches to trigger guard seamless fit 
150 LUMENS | LIGHT © Front grip Instinctive Activation" activates 
50 MIN. | RUNTIME laser when you naturally grip the firearm 
LASER/LIGHT © Master ON/OFF switch for battery conservation 
YES | INSTINCTIVE © Modes: Light only, Laser only, Light and Laser, 
PBEINATION Strobe and Laser on 
ADJUSTABLE | WINDAGE & S 
ELEVATION 9 Smart circuitry remembers last 
mode setting 
POLYMER | CONSTRUCTION 


IPX4 


9 Pre-sighted from the factory at 50 feet 


OPATS: 


(=) CRIMSON 
АОВ.СОМ/РАТЕМТ5 IFETIME WARRANTY* 


WATER RESISTANT 


КЛ 


SPX 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGUARD? PRO - LL-802 


SKU #: 01-5790 


SPRINGFIELD 
ARMORY? XD-S 


RED 
150 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


POLYMER 
IPX4 


UPC: 610242006670 


FIT o (1) CR2 Lithium battery included 

© Attaches to trigger guard seamless fit 
LASER 

9 Front grip Instinctive Activation" 
LIGHT activates laser when you naturally grip the firearm 
RUNTIME o Master ON/OFF switch for battery conservation 
LASER/LIGHT . . 
INSTINCTIVE 0 و‎ only, Laser only, Light and Laser, 
ACTIVATION™ robe and Laser on 
WINDAGE & 9 Smart circuitry remembers last mode setting 
ELEVATION 


© Pre-sighted from the factory at 50 feet 


ОРАТ: (Er) ZERIMSON = 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CONSTRUCTION 
WATER RESISTANT 


ER 


YSPC 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 


LASERGUARD? PRO - LL-802G 


SKU #: 01-5850 


SPRINGFIELD 
ARMORY? XD-S 


GREEN 
150 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


POLYMER 
IPX4 


UPC: 610242007288 


Ыт © (1) CR2 Lithium battery included 
LASER © Attaches to trigger guard seamless fit 

9 Front grip Instinctive Activation" 
LIGHT activates laser when you naturally grip the firearm 
RUNTIME © Master ON/OFF switch for battery conservation 
LASER/LIGHT 
INSTINCTIVE © Modes: Light only, Laser only, Light and Laser, 
ACTIVATION™ Strobe and Laser on 
WINDAGE & 9 Smart circuitry remembers last mode setting 
ELEVATION 


© Pre-sighted from the factory at 50 feet 
CONSTRUCTION 


WATER RESISTANT 


КОЛ 


CRIMSON 
»sp« OPATS:(tr) ZERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CRIMSONTRACE.COM 


©2022 CRIMSON TRACE CORPORATION 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ 
is activated as end-users 
naturally grip their firearm. 
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ll BEFENDER SERIES 


ACCU-GUARD" - 


SKU #: 01-5100 


DS-121 


UPC: 610242004478 


GLOCK? 3RD GEN: 17, 17L, 19, 20, 20SF, 21, 21SF, 
22, 23, 31, 32, 34, 35, 37, 38 

СЕМА: 17, 19, 20, 21, 22, 23, 34, 35 

GEN5: 17, 19, 19X 


RED 
2 HOURS 
NO 


ADJUSTABLE 


POLYMER 
IPX4 


© (1) 1/3N 3V Lithium 
battery included 


© Beam Lock" Windage and Elevation 

9 N-Gage" ambidextrous ON/OFF buttons 
9 Low profile front trigger guard attachment 
o Made of robust polymer material 

© Pre-sighted from the factory at 50 feet 


FIT 

LASER N-Gage" ACTIVATION 
N-Gage" buttons provide performance 

RUNTIME inclined tactile ON/OFF for right or left 

INSTINCTIVE handed users. 

ACTIVATION™ 

WINDAGE & 

ELEVATION i 


CONSTRUCTION 
WATER RESISTANT 


OPATS: 


(cr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


ACCU-GUARD" - 


SKU #: 01-5110 


DS-122 


UPC: 610242004485 


RUGER? LCP 
EXCEPT LCP GEN Il 


RED 
2 HOURS 
NO 


FIT 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


ADJUSTABLE 


POLYMER 
IPX4 


O (1) 1/3N 3V Lithium battery included 

© Beam Lock" Windage and Elevation 

9 N-Gage" ambidextrous ON/OFF buttons 

9 Low profile front trigger guard attachment 
o Made of robust polymer material 

9 Pre-sighted from the factory at 50 feet 


r (III: a 


RUGER AD 


N-Gage™ ACTIVATION 
N-Gage" buttons provide performance 
inclined tactile ON/OFF for right or left 

handed users. 


== 
OPATS: ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 


ACCU-GUARD" - 


SKU #: 01-5120 


DS-123 


UPC: 610242004492 


SPRINGFIELD? ARMORY MODEL: 


XD, XD MOD.2, XD(M) WITH ACCESSORY RAIL 
DOES NOT FIT HS2000 OR EARLY CROATIAN XD MODELS 
WITH SINGLE RAIL NOTCH 


RED 


2 HOURS 
NO 


ADJUSTABLE 


POLYMER 
IPX4 


© (1) 1/3N 3V Lithium battery included 

© Beam Lock" Windage and Elevation 

© N-Gage" ambidextrous ON/OFF buttons 
9 Low profile front trigger guard attachment 
© Made of robust polymer material 

9 Pre-sighted from the factory at 50 feet 


FIT 

N-Gage™ ACTIVATION 
LASER N-Gage™ buttons provide performance 
RUNTIME inclined tactile ON/OFF for right or left 

handed users. 

INSTINCTIVE 
ACTIVATION™ 
WINDAGE & 1 
ELEVATION —- 


= < — 
i P 
/ E Ч > 


CONSTRUCTION 
WATER RESISTANT 


OPATS: ZERIMSON 
AOB.COM/PATENTS a IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


ACCU-GRIPS" - 


SKU #: 01-5130 


DS-124 


UPC: 610242004508 


SMITH & WESSON? REVOLVER 
J FRAME ROUND BUTT 


TAURUS? SMALL FRAME REVOLVERS 
SEE BELOW FOR FIT LISTINGS 


FIT 


RED 
2 HOURS 
NO 


ADJUSTABLE 


POLYMER 
IPX4 


© (1) 1/3N 3V Lithium battery included 

© Beam Lock" Windage and Elevation 

© N-Gage” right handed On/Off button 
9 Low profile factory grip replacement 

© Made of robust polymer material 

9 Pre-sighted from the factory at 50 feet 


OPATS: 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION” 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


N-Gage" ACTIVATION 
N-Gage” buttons provide performance 
inclined tactile ON/OFF for right or left 
handed users. 


Fits Smith & Wesson? J-Frame Round Butt Airlight, Airweight, Bodyguard 
(except polymer-framed models), Chief's Special, Centennial, Ladysmith, 
Models 36, 37, 38, 49, 60, 63, 317, 331, 332, 337, 340, 342, 351, 360, 442, 637, 
538, 640, 642, 649, 651 and 940. Round butt only. 


Fits Taurus? Small Frame Revolvers 85°, 94, 605, 650, 651, 731, 850, 851, 
856, 905, 941 

Does not fit Taurus Small Frame Revolvers with Polymer Frame. 

(Does NOT fit Taurus 85 models manufactured after 2014.) 


(=) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


44 FOR DETAILED INFORMAT 


ION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


MASTER SERIES 


MASTER SERIES" LASERGRIPS? - LG-901 


SKU #: 01-9440 UPC: 610242001774 


© (2) CR2032 Lithium batteries included 


FULL-SIZE 1911, 1991A1 | FIT © Replaces factory 1911 grips 
W/GRIP SCREWS 3 1/16" APART 
9 Front grip Instinctive Activation" 
RED | LASER activates laser when you naturally 
4 HOURS | RUNTIME grip the firearm 
YES | INSTINCTIVE © Works with ambidextrous safeties 
ACTIVATION © Master ON/OFF switch for "INSTINCTIVE ACTIVATION" 
ADJUSTABLE ОЕ battery conservation Instinctive Activation” is activated as 


© Scales made of premium hardwood end-users naturally grip their firearm. 


with a rosewood stain 
9 Pre-sighted from the factory at 50 feet 


ROSEWOOD & POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


OPATS: (Er) (ERIMZON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


— 


MASTER SERIES" LASERGRIPS° - LG-901G 


SKU #: 01-6530 UPC: 610242007806 


© (4) CR2016 Lithium batteries included 
FULL-SIZE 1911, 1991A1 | FIT 6 Replaces factory 1911 grips 
W/GRIP SCREWS 3 1/16" APART 


GREEN | LASER © Front grip Instinctive Activation 


activates laser when you naturally 


2 HOURS | RUNTIME grip the firearm 
YES | INSTINCTIVE © Works with ambidextrous safeties SSR 
ACTIVATION" m 
© Master ON/OFF switch for е ACTIVATION 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation" is activated as 
ELEVATION end-users naturally grip their firearm. 


9 Scales made of premium hardwood 
with a rosewood stain 


© Pre-sighted from the factory at 50 feet 


ROSEWOOD & POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


OPATS: (e) E RIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


MASTER SERIES" LASERGRIPS? - LG-904 


SKU #: 01-9480 UPC: 610242001804 


© (2) CR2032 Lithium batteries included 


FULL-SIZE 1911, 1991A1 | FIT © Replaces factory 1911 grips 


WIGRIP SCREWS TAIS AEPRT 9 Front grip Instinctive Activation" 


RED | LASER activates laser when you naturally 
4 HOURS | RUNTIME grip the firearm 
VES | INSTINCTIVE © Works with ambidextrous safeties a 
ACTIVATION © Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation” is activated as 
ELEVATION end-users naturally grip their firearm. 


© Scales made of premium G10 material 


G10 & POLYMER | CONSTRUCTION n 
© Pre-sighted from the factory at 50 feet „д 


IPX4 ! WATER RESISTANT 


OPATS: (e) £ERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


46 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


MASTER SERIES 


MASTER SERIES" LASERGRIPS® - LG-904G 


SKU #: 01-5520 UPC: 610242007776 


© (4) CR2016 Lithium batteries included 


FULL-SIZE 1911, 1991A1 | FIT © Replaces factory 1911 grips 


W/GRIP SCREWS 3 1/16" APART I m t 
© Front grip Instinctive Activation 


GREEN | LASER activates laser when you naturally 
2 HOURS | RUNTIME grip the firearm 
YES | INSTINCTIVE © Works with ambidextrous safeties k." INSTINCTIVE ACTIVATION" 
ACTIVATION™ © Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION 


9 Scales made of premium G10 material 
9 Pre-sighted from the factory at 50 feet 


G10 & POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


OPATS: EERIMSON 
AOB.COM/PATENTS MUT IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


MASTER SERIES" LASERGRIPS? - LG-902 


SKU #: 01-9450 UPC: 610242001781 


COMPACT 1911, | FIT © (2) CR2032 Lithium batteries included 
W/GRIP SCREWS 2 11/16" APART | 
© Replaces factory 1911 grips 
RED | LASER | * pa Dl 
© Front grip Instinctive Activation” 
4 HOURS | RUNTIME activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 


ACTIVATION™ 


NEE © Master ON/OFF switch for 


battery conservation 


© Works with ambidextrous safeties 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
ROSEWOOD & POLYMER | CONSTRUCTION end-users naturally grip their firearm. 


IPX4 | WATER RESISTANT 


OPATS: (67) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Scales made of premium hardwood 
with a rosewood stain ë kuwa 


9 Pre-sighted from the factory at 50 feet 


MASTER SERIES" LASERGRIPS? - LG-902G 


SKU #: 01-6540 ОРС: 610242007813 © (4) CR2016 Lithium batteries included 
COMPACT 1911, | FIT © Replaces factory 1911 grips 
WIGRIP SCREWS 2 11/10" APART © Front grip Instinctive Activation™ 
GREEN | LASER activates laser when you naturally 


grip the firearm 
2 HOURS | RUNTIME 


YES | INSTINCTIVE 


© Works with ambidextrous safeties 


ACTIVATION™ © Master ON/OFF switch for Mee TO 
battery conservation 
ADJUSTABLE AEN у Instinctive Activation" is activated as 
© Scales made of premium hardwood end-users naturally grip their firearm. 
ROSEWOOD & POLYMER | CONSTRUCTION with a rosewood stain 
ү m _ 
IPX4 | WATER RESISTANT 9 Pre-sighted from the factory at 50 feet € [jj — 


OPATS: (Er) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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MASTER SERIES 


MASTER SERIES" LASERGRIPS? - LG-907G 


SKU #: 01-6630 UPC: 610242007305 


ROUND HEEL 1911, | FIT © (4) CR2016 Lithium batteries included 
W/GRIP SCREWS 3 1/16" APART 


© Replaces factory 1911 grips 
GREEN | LASER P y zm 


9 Front grip Instinctive Activation" 


2 HOURS | RUNTIME activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 
ACTIVATION o Works with ambidextrous safeties ы 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


ADOS TABLE EN © Master ON/OFF switch for 


battery conservation 
ROSEWOOD & POLYMER | CONSTRUCTION 
9 Scales made of premium hardwood 


IPX4 ! WATER RESISTANT with a rosewood stain 


OPATS: ZERIMSON 
AOB.COM/PATENTS E IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Pre-sighted from the factory at 50 feet 


MASTER SERIES" LASERGRIPS? - LG-950 = 


SKU #: 01-5330 UPC: 610242006847 


KIMBER? K6s? | FIT o (2) CR2032 Lithium batteries included 


RED | LASER © Replaces factory grips 


4 HOURS | RUNTIME © Front grip Instinctive Activation" 
activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 


ACTIVATION™ 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ELEVATION battery conservation Instinctive Activation™ is activated as 
SLATEWOOD & POLYMER | CONSTRUCTION © Pre-sighted from the factory u AGRIS 


IPX4 | WATER RESISTANT at 50 feet o 


OPATS: (Er) EIRIMZON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


MASTER SERIES" LASERGRIPS? - LG-951 


SKU #: 01-8500 UPC: 610242009732 


KIMBER? K6s® | FIT o (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 
activates laser when you 
YES AE naturally grip the firearm 
ADJUSTABLE | WINDAGE & o Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 

ELEVATION battery conservation Instinctive Activation™ is activated as 
G10 & POLYMER | CONSTRUCTION © Pre-sighted from the factory end-users naturally grip their firearm. 


IPXA | WATER RESISTANT at 50 feet 


OPATS: (e) £ERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


48 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


MASTER SERIES 


MASTER SERIES" LASERGRIPS? - LG-952 — аа 


SKU #: 01-9650 UPC: 610242008466 


KIMBER? K6s? | FIT © (2) CR2032 Lithium batteries included 
LASER © Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 


activates laser when you naturally 


YES | INSTINCTIVE grip the firearm 


ACTIVATION™ 


ADJUSTABLE | WINDAGE & © Master ON/OFF switch for 
ELEVATION battery conservation 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
ROSEWOOD & POLYMER | CONSTRUCTION 9 Scales made of premium hardwood end-users naturally grip their firearm. 


IPX4 | WATER RESISTANT with a rosewood stain 
9 Pre-sighted from the factory at 50 feet 


T CRIMSON 
ANS 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


aR GRIPS 


LASERGRIPS? - LG-401 


SKU #: 01-1200 UPC: 610242004010 


© (2) CR2032 Lithium batteries included 


FULL-SIZE 1911, 1991А1 | FIT © Replaces factory 1911 grips 
W/GRIP SCREWS 3 1/16” APART 


9 Front grip Instinctive Activation" 


RED | LASER à 
activates laser when you naturally 
4 HOURS | RUNTIME grip the firearm М 
YES | INSTINCTIVE © Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ACTIVATION™ battery conservation Instinctive Activation” is activated as 
ADJUSTABLE | WINDAGE & . end-users naturally grip their firearm. 
) ELEVATION 9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 


IPX4 ! WATER RESISTANT 


OPATS: ZERIMSON 
AOB.COM/PATENTS оаа IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-401G 


SKU #: 01-4100 UPC: 610242004812 


| bem 


FULL-SIZE 1911, 1991A1 | FIT 9 (4) CR2016 Lithium batteries included 
W/GRIP SCREWS 3 1/16" APART 


GREEN | LASER 


© Replaces factory 1911 grips 
© Front grip Instinctive Activation™ 


2 HOURS | RUNTIME activates laser when you naturally + 
YES | INSTINCTIVE grip the firearm . 
ACTIVATION" oM ON/OFF switch f “INSTINCTIVE ACTIVATION 
ae / switch Tor Instinctive Activation" is activated as 
ADJUSTABLE ENT battery conservation end-users naturally grip their firearm. 
ELEVATION 


9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION . > = ص‎ 
© Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 


OPATS: (7) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-404 
SKU 3: 01-1210 UPC: 610242004041 
COMPACT 1911 | FIT © (2) CR2032 Lithium batteries included 
W/GRIP SCREWS 2 11/16" APART 
| ш © Replaces factory 1911 grips 
RED | LASER | Нам m 
© Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 
YES | INSTINCTIVE grip the firearm k 
ACTIVATION O Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation™ is activated as 
ELEVATION end-users naturally grip their firearm. 


9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION . 
9 Pre-sighted from the factory at 50 feet ; — 


IPX4 | WATER RESISTANT 


OPATS: (Er) С BIMZON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS? - LG-404G 


SKU #: 01-4110 UPC: 610242004829 


COMPACT 1911 | FIT © (4) CR2016 Lithium batteries included 
W/GRIP SCREWS 2 11/16" APART 


© Replaces factory 1911 grips 
GREEN | LASER P k = 


© Front grip Instinctive Activation™ 


2 HOURS | RUNTIME activates laser when you naturally E 
YES | INSTINCTIVE grip the firearm INSTINCTIVE ACTIVATION™ 
ACTIVATION™ © Master ON/OFF switch for aei о is эз üs 
ADJUSTABLE | WINDAGE & battery conservation end-Usèrs naturally giiB thelr fireárm. 
ELEVATION 


© Scales made of robust polymer material | ЕЖЕ 
POLYMER | CONSTRUCTION А = 
9 Pre-sighted from the factory at 50 feet 

IPX4 | WATER RESISTANT 


OPATS: (tr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-402M 
SKU #: 01-1920 UPC: 610242924028 
BERETTA? 92, 96, M9 | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 
VES | INSTINCTIVE Ad when you naturally м. 
ACTIVATION™ grip the firearm INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & © Works with ambidextrous safeties Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 
ELEVATION © Master ON/OFF switch for E 
POLYMER | CONSTRUCTION battery conservation 


IPX4 | WATER RESISTANT 9 Scales made of robust polymer material 


9 Pre-sighted from the factory at 50 feet 
ОРАТ: (ег) p 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-442 


SKU #: 01-2440 UPC: 610242000382 


BERSA? THUNDER .380, | FIT © (2) CR2032 Lithium batteries included ™ 
FIRESTORM? .380 


RED | LASER 9 Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 
grip the firearm 


© Replaces factory grips 


VES INSTINCTIVE INSTINCTIVE ACTIVATION™ 
ACTIVATION © Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION 


9 Scales made of robust polymer material 


POLYMER PEORES ÓN © Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 


ОРАТ: (Er) LCRIMEON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


52 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


aR GRIPS 


LASERGRIPS? - LG-646 


SKU #: 01-4500 


UPC: 610242006137 


BERSA? THUNDER .380 CC | FIT 
RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


ADJUSTABLE 


POLYMER 
IPX4 


E 


OPATS: 


AOB.COM/PATENTS MU 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" is activated as 
end-users naturally grip their firearm. 


© (2) CR2032 Lithium batteries included 
O Replaces factory grips 


© Rear grip Instinctive Activation” 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for battery conservation 
9 Scales made of robust polymer material = 
9 Pre-sighted from the factory at 50 feet 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-309 


SKU #: 01-1170 


UPC: 610242003099 


BROWNING? HI-POWER | FIT 
Does not fit Springfield model Hi-Power 


RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


ADJUSTABLE 


POLYMER 
IPX4 


ЕЕ 


ОРАТ: (tr 


AOB.COM/PATENTS 


WATER RESISTANT 


© (2) CR2032 Lithium batteries included 
© Replaces factory grips 


© Front grip Instinctive Activation™ 
activates laser when you naturally 
grip the firearm 


N INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 


© Works with ambidextrous safeties end-users naturally grip their firearm. 


© Master ON/OFF switch for 
battery conservation 


9 Scales made of robust polymer material 
© Pre-sighted from the factory at 50 feet 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-325 


SKU #: 01-2230 


UPC: 610242000265 


CHARTER ARMS? REVOLVERS | FIT 
EXCEPT DIXIE DERRINGER & SOUTH PAW 


RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE 
ACTIVATION™ 


ADJUSTABLE | WINDAGE & 


ELEVATION 
ROSEWOOD & POLYMER 
IPX4 


©PATS: (Er) EERIMZON 
AOB.COM/PATENTS IFETIME WARRANTY" 


CONSTRUCTION 
WATER RESISTANT 


© (2) CR2032 Lithium batteries included 
© Replaces factory grips 


© Front grip Instinctive Activation™ 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


9 Pre-sighted from the factory at 50 feet 


E: INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


UT 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 
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9. - 

LASERGRIPS LG 637 INSTINCTIVE ACTIVATION™ 
SKU #: 01-6710 UPC: 610242005307 Instinctive Activation™ is activated as 

end-users naturally grip their firearm. 

[ај . 
GLOCK? 3RD GEN: 17, 22, 31, 34, 35, 37 | FIT ó (2) CR2032 Lithium batteries 
GEN4: 17, 22, 31, 34, 35, 37 GEN5: 17 ; 
included 
RED | LASER 


9 Fits over factory erip 


4 HOURS | RUNTIME © Rear grip Instinctive Activation" 


YES | INSTINCTIVE activates laser when you 
ACTIVATION naturally grip the firearm 
ADJUSTABLE ENT © Master ON/OFF switch for 


battery conservation 
POLYMER | CONSTRUCTION 


9 Scales made of robust polymer material 
IPX4 | WATER RESISTANT 


9 Pre-sighted from the factory at 50 feet 


OPATS: (cr) EIRIMZON = 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS® m LG-637G INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


SKU #: 01-6730 UPC: 610242005475 


GLOCK? 3RD GEN: 17, 22, 31, 34, 35, 37 | FIT 


СЕМА: 17, 22, 31, 34, 35, 37 GENS: 17 © (4) CR2016 Lithium batteries included 


GREEN | LASER © Fits over factory grip 
2 HOURS | RUNTIME © Rear grip Instinctive Activation™ 
activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 


ACTIVATION™ 


ADJUSTABLE | WINDACE & © Master ON/OFF switch for 
ELEVATION battery conservation 


POLYMER | CONSTRUCTION 9 Scales made of robust polymer material 
IPX4 | WATER RESISTANT © Pre-sighted from the factory at 50 feet 


OPATS: (tr) EIRIMZON = 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-633 INSTINCTIVE ACTIVATION™ 


SKU #: 01-6910 UPC: 610242005321 Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


GLOCK? GEN 1 & 2: 19 | FIT 


СЕМА: 19, 23, 32 GEN5: 19 © Fits over factory grip 
RED | LASER © Rear grip Instinctive Activation™ 
4 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 


YES | INSTINCTIVE . 
ACTIVATION™ © Master ON/OFF switch for 


ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION © Scales made of robust polymer material 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 


OPATS: (tr EERIMZON k 
A0B.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LER GRIPS 


LASERGRIPS? - LG-639G 
SKU #: 01-6750 UPC: 610242005499 INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
GLOCK? GEN 1 & 2: 19 | FIT end-users naturally grip their firearm. 
3RD GEN: 19, 23,25, 32, 38 
СЕМА: 19, 23, 32 GENS: 19 © (4) CR2016 Lithium batteries included 
GREEN | LASER © Fits over factory grip 
2 HOURS | RUNTIME 9 Rear grip Instinctive Activation" 
activates laser when you naturally 
YES INSTINCTIVE, grip the firearm 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for 
ELEVATION battery conservation 
POLYMER | CONSTRUCTION 9 Scales made of robust polymer material 


IPX4 | WATER RESISTANT 9 Pre-sighted from the factory at 50 feet 


OPATS: ZERIMSON ча 
AOB.COM/PATENTS ZA IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-417 


SKU #: 01-2430 UPC: 610242000708 


GLOCK? 3RD GEN: 17, 19, 22, 23, | FIT © (2) CR2032 Lithium batteries included 


31, 32, 34, 35, 37, 38 © Fits over factory grip 


RED | LASER : "m — 
© Front grip Instinctive Activation М. 
4 HOURS | RUNTIME activates laser when you naturally INSTINCTIVE ACTIVATION™ 
ves | stice grip the firearm Е 
АСТІМАТІОМ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE & battery conservation К 
ELEVATION 


9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION 
9 Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 


OPATS: ZERIMSON = 
AOB. MET IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-626 INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 
SKU #: 01-1340 UPC: 610242000708 end-users naturally grip their firearm. 


GLOCK? 3RD GEN: 26, 27, 28, 33, 39 | FIT © (2) CR2032 Lithium batteries included 


RED | LASER © Fits over factory grip 
4 HOURS | RUNTIME 9 Rear grip Instinctive Activation" 
YES | INSTINCTIVE activates laser when you naturally 
ACTIVATION™ grip the firearm 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for battery conservation 
ELEVATION 


© Scales made of robust polymer material 


POLYMER: CONSTRUE TION © Pre-sighted from the factory at 50 feet 
IPX4 ! WATER RESISTANT 


OPATS: CRIMSON 
AOB. INT IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS? - LG-629 


UPC: 610242006298 


SKU #: 01-1650 


GLOCK? 3RD GEN: 29, 30 | FIT 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


© (2) CR2032 Lithium batteries included 
© Fits over factory grip 


RED | LASER 
© Rear grip Instinctive Activation” 
DH RUNTIME activates laser when you naturally 
YES | INSTINCTIVE grip the firearm 
ACTIVATION™ | 
© Master ON/OFF switch for 
ADJUSTABLE ber d battery conservation 
POLYMER | CONSTRUCTION 9 Scales made of robust polymer material 
IPX4 | WATER RESISTANT o Pre-sighted from the factory at 50 feet 
OPATS: GERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
LASERGRIPS® = LG-852 INSTINCTIVE ACTIVATION™ 


SKU #: 01-3250 UPC: 610242002757 


GLOCK® СЕМА: 26, 27, 33 | FIT 
RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


ADJUSTABLE 


POLYMER 
IPX4 


Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


o (2) CR2032 Lithium batteries included 
© Fits over factory grip 


9 Rear grip Instinctive Activation" 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


9 Scales made of robust polymer material 
9 Pre-sighted from the factory at 50 feet 


OPATS: £ CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
LASERGRIPS® = LG-851 INSTINCTIVE ACTIVATION™ 


SKU #: 01-2640 UPC: 610242002641 


GLOCK® GEN4: 19, 23, 32 | FIT 
GENS: 19 EXCEPT 19X 


RED | LASER 
4 HOURS | RUNTIME 
YES | INSTINCTIVE 
ACTIVATION™ 
ADJUSTABLE | WINDAGE & 
ELEVATION 
POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 
OPATS: (tr CRIMSON 
АОВ.СОМ/РАТЕМТ5 IFETIME WARRANTY* 


Instinctive Activation" is activated as 
end-users naturally grip their firearm. 


© (2) CR2032 Lithium batteries included 
© Fits over factory grip 


© Rear grip Instinctive Activation” 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


9 Scales made of robust polymer material 
9 Pre-sighted from the factory at 50 feet 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS? - LG-410 


SKU #: 01-8510 UPC: 610242009756 


KIMBER® EVO 5Р° | FIT © (2) CR2032 Lithium batteries included 
RED | LASER 9 Replaces factory grips 
4 HOURS | RUNTIME © Front grip Instinctive Activation” 
VES | INSTINCTIVE ч when you naturally T 
ACTIVATION" W ea ees INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for battery conservation Instinctive Activation" is activated as 
ELEVATION end-users naturally grip their firearm. 


9 Scales made of robust polymer material 


POLYMER.: | CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 


OPATS: (cr) E RIMZON 
AOB.COM/PATENTS IFETIME WARRANTY 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-478 
SKU #: 01-3240 UPC: 610242004584 
KIMBER? MICRO .380 | FIT © (2) CR2032 Lithium batteries included 

RED | LASER © Replaces factory grips 

4 HOURS | RUNTIME © Front grip Instinctive Activation” 
activates laser when you naturally 
YES | INSTINCTIVE i : 
ACTIVATION” grip the firearm ОТТЕ" ACTIVATION™ 
ADJUSTABLE | WINDAGE & © Works with ambidextrous safeties Instinctive Activation™ is activated as 


end-users naturally grip their firearm. 
ELEVATION © Master ON/OFF switch for battery conservation vali 


POLYMER | CONSTRUCTION © Scales made of robust polymer material . 
IPX4 | WATER RESISTANT ; | : 


9 Pre-sighted from the factory at 50 feet 
OPATS: £ CRIMSON 
АОВ.СОМ/РАТЕМТ5 АСЕ IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-409 
SKU #: 01-5260 UPC: 610242006861 
KIMBER? MICRO .380 | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME © Front grip Instinctive Activation™ 
VES | INSTINCTIVE activates laser when you naturally 
ACTIVATION™ grip the firearm 
А А Ç INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & 9 Works with ambidextrous safeties _ Instinctive Activation” is activated as 
ELEVATION d 


© Master ON/OFF switch for battery conservation end-users naturally grip their firearm. 
9 Scales made of robust polymer material 


9 Pre-sighted from the factory at 50 feet 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


OPATS: CRIMSON 
АОВ.СОМ/РАТЕМТ5 MH IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LASERGRIPS? - LG-409G 


SKU #: 01-5620 UPC: 610242007417 


2.0 © 
© (4) CR2016 Lithium batteries included 


KIMBER? MICRO .380 | FIT © Replaces factory grips 


GREEN | LASER © Front grip Instinctive Activation™ 
activates laser when you naturally 
2 HOURS | RUNTIME 


grip the firearm 
YES | INSTINCTIVE 


hy 


INSTINCTIVE ACTIVATION™ 


ты © Works with ambidextrous safeties d Instinctive Activation" is activated as 
ACTIVATION : — ^ end-users naturally grip their firearm. 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch for battery conservation 
ELEVATION 9 Scales made of robust polymer material 
POLYMER | CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 


©PATS: (cr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-403 =. == 


SKU #: 01-1860 UPC: 610242004034 


RUGER? MK II, MK III | FIT © (2) CR2032 Lithium batteries included A га 
RED | LASER © Replaces factory grips 2 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" TM 
activates laser when you INSTINCTIVE ACTIVATION™ 


YES | INSTINCTIVE 


ACTIVATION™ naturally grip the firearm Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & o Master ON/OFF switch for end-users naturally grip their firearm. 
ELEVATION battery conservation 
POLYMER | CONSTRUCTION А == 


9 Scales made of robust polymer material 
IPX4 | WATER RESISTANT 


OPATS: (cr) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


9 Pre-sighted from the factory at 50 feet 


LASERGRIPS? - LG-389 “Z — w 


SKU #: 01-1190 UPC: 610242004034 


RUGER? P SERIES: | FIT © (2) CR2032 Lithium batteries included 
85, 89, 90, 31, 93, 94, 344 © Replaces factory grips 
RED | LASER 9 Dual side grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 


YES | INSTINCTIVE INSTINCTIVE ACTIVATION™ 


ACTIVATION™ © Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION © Scales made of robust polymer material 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 


OPATS: (tr (CE RIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS? - LG-344 


SKU #: 01-1790 


UPC: 610242003440 
© Replaces factory grips 
RUGER” GP100°, SUPER REDHAWK?, | FIT 


SUPER REDHAWK ALASKAN® 
RED 


4 HOURS 
YES 


9 Front grip Instinctive Activation" 
activates laser when you 
naturally grip the firearm 


© Master ON/OFF switch for 
battery conservation 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


© Pre-sighted from the factory 


ADJUSTABLE at 50 feet 


POLYMER 
IPX4 


ERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


OPATS: 


AOB.COM/PATENTS ате 


© (2) CR2032 Lithium batteries included 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" is activated as 
end-users naturally grip their firearm. 


LASERGRIPS? - LG-415 


SKU #: 01-4330 


UPC: 610242005642 


RUGER” LCR”, LCRX? | FIT © (2) CR2032 Lithium batteries included 


RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME © Front grip Instinctive Activation" activates 
VES | INSTINCTIVE laser when you naturally grip the firearm 
ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION © Scales made of robust polymer material 
POLYMER CONSTRUCTION 9 Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT 


OPATS: (Er) E RIMZON 
AOB.COM/PATENTS IFETIME WARRANTY 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation" is activated as 
end-users naturally grip their firearm. 


LASERGRIPS? - LG-415G 


SKU #: 01-4530 


UPC: 610242005826 


RUGER” LCR®, LCRX? | FIT (4) CR2016 Lithium batteries included 


GREEN | LASER © Replaces factory grips 
2 HOURS | RUNTIME 9 Front grip Instinctive Activation" activates 
VES | INSTINCTIVE laser when you naturally grip the firearm 
ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION 9 Scales made of robust polymer material 
POLYMER | CONSTRUCTION 


9 Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 
OPATS: CRIMSON 
АОВ.СОМ/РАТЕМТ5 cet a IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CRIMSONTRACE.COM 


"INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


کڪ 
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LASERGRIPS? - LG-111 | 
SKU #: 01-1880 UPC: 610242001118 ; 
RUGER 5Р101° | FIT © (2) CR2032 Lithium batteries included 
RED | LASER O Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation” activates 
YES | INSTINCTIVE laser when you naturally grip the firearm а 
ACTIVATION" o Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation” is activated as 
ELEVATION end-users naturally grip their firearm. 


9 Scales made of robust polymer material 


POLYMER. | CONSTRUCTION © Pre-sighted from the factory at 50 feet — 
IPX4 | WATER RESISTANT 


OPATS: (cr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-303 (EXTENDED GRIP) 


SKU #: 01-1950 UPC: 610242003037 


RUGER 5Р101° | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME © Front air M Gla 
activates laser when you natura 
ves E een Б 
ADJUSTABLE | WINDAGE & an Instinctive Actatin satiated os 
ELEVATION battery conservation 


end-users naturally grip their firearm. 


r 


RUBBER OVERMOLD | CONSTRUCTION © Scales made of robust rubber 


IPXA | WATER RESISTANT XO Vermolded polymer material 
9 Pre-sighted from the factory at 50 feet 


OPATS: ZERIMSON 
AOB.COM/PATENTS Ud IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-320 


SKU #: 01-1100 UPC: 610242003204 


© (2) CR2032 Lithium batteries included 
SIG SAUER? P220? | FIT А 
9 Replaces factory grips 
RED | LASER 9 Dual side grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


grip the firearm 
YES | INSTINCTIVE 


ACTIVATION™ 9 Master ON/OFF switch for INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation™ is activated as 
ELEVATION © Scales made of robust rubber end-users naturally grip their firearm. 


RUBBER OVERMOLDED POLYMER | CONSTRUCTION avermolded polymer material 


BROS  WATERRESSTANT. o Pre-sighted from the factory at 50 feet نہ‎ 
ОРАТ: (tr ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS? - LG-426 


SKU #: 01-2480 UPC: 610242000876 


SIG SAUER? P226? | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME © Front grip Instinctive Activation" activates 


laser when you naturally grip the firearm 


YES | INSTINCTIVE ~~ INSTINCTIVE ACTIVATION" 


ACTIVATION™ © Master ON/OFF switch for Instinctive Activation" is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION © Scales made of robust polymer material 
POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet / cmm 


IPX4 | WATER RESISTANT 


ОРАТ: (Er) LCRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-426M MIL-STD - MILSPEC 


SKU #: 01-2487 UPC: 610242000876 


SIG SAUER? P226? | FIT © Waterproofing rated for the 
U.S. Navy SEAL teams 


© (2) CR2032 Lithium batteries included 
o Replaces factory grips 


RED | LASER 
4 HOURS | RUNTIME 


YES | INSTINCTIVE 
ACTIVATION™ © Front grip Instinctive Activation" activates 


INSTINCTIVE ACTIVATION™ 


ADJUSTABLE | WINDAGE & [spite ашыу р шешени Instinctive Activation" is activated as 
ELEVATION © Master ON/OFF switch for end-users naturally grip their firearm. 
POLYMER | CONSTRUCTION battery conservation 
MIL-STD 810 | WATERPROOF o Scales made of robust polymer material e = 


© Pre-sighted from the factory at 50 feet 


OPATS: ZERIMSON 
AOB.COM/PATENTS ATE IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-429 
SKU #: 01-2490 UPC: 610242000326 
SIG SAUER? P228, P229? | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation" 
activates laser when you naturally 
YES al grip the firearm 
ADJUSTABLE | WINDAGE S © Master ON/OFF switch for " 
J ELEVATION battery conservation INSTINCTIVE ACTIVATION 
Instinctive Activation™ is activated as 
POLYMER | CONSTRUCTION 9 Scales made of robust polymer material end-users naturally grip their firearm. 


IPX4 | WATER RESISTANT 9 Pre-sighted from the factory at 50 feet 


OPATS: CRIMSON 
AOB.COM/PATENTS MH IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS® - LG-429M MIL-STD - MILSPEC 


SKU #: 01-2497 UPC: 610242000883 


© Waterproofing rated for the 


SIG SAUER® P226° | FIT U.S. Navy SEAL teams 
RED | LASER © (2) CR2032 Lithium batteries included 
4 HOURS | RUNTIME © Replaces factory grips 
VES | INSTINCTIVE 9 Front grip Instinctive Activation" 
ACTIVATION™ activates laser when you naturally — INSTINCTIVE ACTIVATION" 
ADJUSTABLE | WINDACE & Stip the firearm Instinctive Activation™ is activated as 
ELEVATION % Master ON/OFF switch for end-users naturally grip their firearm. 
POLYMER | CONSTRUCTION battery conservation 


MIL-STD 810 | WATERPROOF 9 Scales made of robust polymer material 


9 Pre-sighted from the factory at 50 feet 
ОРАТ: (Er) £ERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-439 
SKU #: 01-1530 UPC: 610242004393 
SIG SAUER? P239? | FIT © (2) CR2032 Lithium batteries included 
RED | LASER © Replaces factory grips 
4 HOURS | RUNTIME 9 Front grip Instinctive Activation™ activates 


VES | INSTINCTIVE laser when you naturally grip the firearm 


бы INSTINCTIVE ACTIVATION™ 


ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE & battery conservation Instinctive Activation™ is activated as 
ELEVATION end-users naturally grip their firearm. 


9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 


OPATS: ZERIMSON 
AOB.COM/PATENTS end IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-105 


SKU #: 01-1870 UPC: 610242001057 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 
J FRAME ROUND BUTT © Replaces factory grips 


RED | LASER © Front grip Instinctive Activation™ 


4 HOURS | RUNTIME activates laser when you naturally 
grip the firearm 


VES | INSTINCTIVE 
ACTIVATION™ © Master ON/OFF switch for 
ADJUSTABLE | WINDAGE Б battery conservation INSTINCTIVE ACTIVATION™ 
ELEVATION Instinctive Activation™ is activated as 
© Scales made of robust end-users naturally grip their firearm. 
POLYMER | CONSTRUCTION polymer material 


— 


IPX4 | WATER RESISTANT 9 Pre-sighted from the factory at 50 feet 


OPATS: (er CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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aR GRIPS 


LASERGRIPS® - LG-105 PINK 


—— 
SKU #: 01-3480 UPC: 610242002955 С — = 
SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included > 
J FRAME ROUND BUTT © Replaces factory grips 


REB LASER 9 Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE рте nrearm 


INSTINCTIVE ACTIVATION™ 


ACTIVATION™ i 
9 Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION 


9 Scales made of robust polymer material 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet 


IPX4 | WATER RESISTANT 


OPATS: (tr) (CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-350 SHOCKSTOP" SYSTEM 
Embedded anti-vibration material with soft 
SKU #: 01-4600 UPC: 610242103058 cushioned grip to reduce felt recoil. 
SMITH & WESSON? REVOLVER | FIT 9 Features the Crimson Trace ShockStop" 
J FRAME ROUND BUTT system, which couples soft, anti-vibration 


material and a cushioned grip to reduce 


RED | LASER à E А 
recoil while increasing shooter comfort 
4 HOURS | RUNTIME and accuracy ~ INSTINCTIVE ACTIVATION" 
YES | INSTINCTIVE © (2) CR2032 Lithium batteries included Instinctive Activation” is activated as 
ACTIVATION™ © Replaces factory grips end-users naturally grip their firearm. 
ADJUSTABLE | WINDAGE & 9 Front grip Instinctive Activation™ 
ELEVATION activates laser when you naturally grip the firearm 3 


POLYMER | CONSTRUCTION © Master ON/OFF switch for battery conservation 
IPX4 | WATER RESISTANT © Scales made of robust polymer material 


9 Pre-sighted from the factory at 50 feet 
OPATS: £ CRIMSON 
AOB.COM/PATENTS N IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-350G SHOCKSTOP" SYSTEM 
Embedded anti-vibration material with soft 
SKU #: 01-4610 UPC: 610242006182 cushioned grip to reduce felt recoil. 
SMITH & WESSON? REVOLVER | FIT 9 Features the Crimson Trace ShockStop" 
J FRAME ROUND BUTT system, which couples soft, anti-vibration 
GREEN | LASER material and a cushioned grip to reduce 
recoil while increasing shooter comfort 
2 HOURS | RUNTIME and accuracy 
YES | INSTINCTIVE © (4) CR2016 Lithium batteries included 
ACTIVATION™ © Replaces factory grips INSTINCTIVE ACTIVATION™ 
Р uis Sos te e Instinctive Activation™ is activated as 
ADJUSTABLE en © Front grip Instinctive Activation" — | O thelr firearm. 
activates laser when you naturally grip the firearm 


POLYMER | CONSTRUCTION © Master ON/OFF switch for battery conservation 
IPX4 | WATER RESISTANT © Scales made of robust polymer material 


9 Pre-sighted from the factory at 50 feet 
OPATS: = CRIMSON 
АОВ.СОМ/РАТЕМТ5 bre IFETIME WARRANTY 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


LASERGRIPS? - LG-405 (COMPACT GRIP) 


SKU #: 01-1680 UPC: 610242000692 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 
J FRAME ROUND BUTT © Replaces factory grips 
RED | LASER 


© Front grip Instinctive Activation” 
4 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE grip the firearm 


is INSTINCTIVE ACTIVATION™ 


ACTIVATION™ Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 
ELEVATION 


9 Scales made of robust polymer material 
9 Pre-sighted from the factory at 50 feet 


— 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


OPATS: (cr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-308 


SKU #: 01-1290 UPC: 610242003082 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 
K & L FRAME ROUND BUTT 


RED | LASER © Front grip Instinctive Activation” 
4 HOURS | RUNTIME activates laser when you naturally 


YES | INSTINCTIVE grip the firearm 


© Replaces factory grips 


nn INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 


ACTIVATION™ © Master ON/OFF switch for "p 
Р end-users naturally grip their firearm. 
ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION © Scales made of robust 
POLYMER | CONSTRUCTION polymer material 


IPX4 | WATER RESISTANT o Pre-sighted from the factory at 50 feet 


ОРАТ: (Er) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-307 


SKU #: 01-1280 UPC: 610242003075 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 
K & L FRAME SQUARE BUTT 


RED | LASER 9 Front grip Instinctive Activation" 
4 HOURS | RUNTIME activates laser when you naturally 


VES | INSTINCTIVE grip the firearm 


9 Replaces factory grips 


INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 


ACTIVATION™ © Master ON/OFF switch for Е 
: end-users naturally grip their firearm. 
ADJUSTABLE | WINDAGE & battery conservation 
ELEVATION 


9 Scales made of robust polymer material 


POLYMER: CONSTRUCTION 9 Pre-sighted from the factory at 50 feet | I 


IPX4 | WATER RESISTANT 


OPATS: (tr (CE RIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


LASERGRIPS? - LG-207 


SKU #: 01-1070 UPC: 610242002078 


“y 


© (2) CR2032 Lithium batteries included 
© Replaces factory grips 


SMITH & WESSON® REVOLVER | FIT © Front grip Instinctive Activation” 
K, L& N FRAME SQUARE & ROUND BUTT activates laser when you naturally 
RED | LASER grip the firearm 


4 HOURS | RUNTIME © Master ON/OFF switch for 


vES | INSTINCTIVE battery conservation 
ACTIVATION™ © Scales made of robust 


ADJUSTABLE | WINDAGE & polymer material 


ELEVATION © Pre-sighted from the factory at 50 feet 
POLYMER | CONSTRUCTION \ 


IPX4 | WATER RESISTANT 


OPATS: ZERIMSON 
AOB.COM/PATENTS сеа IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


E INSTINCTIVE ACTIVATION™ 


Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


LASERGRIPS® - LG-306 مض‎ — 


SKU #: 01-1180 UPC: 610242003068 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 


K & L FRAME ROUND BUTT A e = 
RED LASER © Front grip Instinctive Activation” 
4 HOURS | RUNTIME activates laser when you naturally 
rip the firearm 

YES INT di | INSTINCTIVE ACTIVATION" 
© Master ON/OFF switch for Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm. 

ELEVATION 


© Scales made of robust polymer material 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet i 


IPX4 | WATER RESISTANT 


ОРАТ$: ZERIMSON 
AOB.COM/PATENTS enis IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-314 


SKU #: 01-1310 UPC: 610242003143 


SMITH & WESSON? REVOLVER | FIT © (2) CR2032 Lithium batteries included 
N FRAME ROUND BUTT 9 Replaces factory grips 
RED EASES 9 Front grip Instinctive Activation" \ `... 
4 HOURS | RUNTIME activates laser when you naturally — 
YES | INSTINCTIVE grip the firearm ka. " 
ACTIVATION™ © Master ON/OFF switch for ета 
Р Instinctive Activation" is activated as 
ADJUSTABLE | WINDAGE & battery conservation end-users naturally grip their firearm 
ELEVATION ; | 
9 Scales made of robust polymer material 
POLYMER CONSTRUCTION © Pre-sighted from the factory at 50 feet == 
IPX4 | WATER RESISTANT [ 


OPATS: CRIMSON 
АОВ.СОМ/РАТЕМТ5 MH IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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O LASERGRIPS: - 


LASERGRIPS? - LG-660 


SKU #: 01-1940 


UPC: 610242006601 


SMITH & WESSON? M&P? FULL-SIZE: | FIT 


9mm, .357 SIG, .40 S&W, 45. ACP 
Does not fit M&P® M2.0 


RED 
4 HOURS 
YES 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


ADJUSTABLE 


POLYMER 
IPX4 


OPATS: (tr) EIRIMZON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


WATER RESISTANT 


INSTINCTIVE ACTIVATION " 
Instinctive Activation" is activated as 
end-users naturally grip their firearm. 


© (2) CR2032 Lithium batteries included 
O Fits over factory grip 


9 Rear grip Instinctive Activation" 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


© Made of robust polymer material 
9 Pre-sighted from the factory at 50 feet 


LASERGRIPS? - LG-661 


SKU #: 01-2120 


UPC: 610242006616 


SMITH & WESSON® M&P? COMPACT: | FIT 


9mm, .357 SIG, .40 S&W 
Does not fit M&P? M2.0 


RED 
4 HOURS 
YES 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


ADJUSTABLE 


POLYMER 
IPX4 


OPATS: 


(cr) CRIMSON 
AOB.COM/PATENTS IFETIME WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


© (2) CR2032 Lithium batteries included 
© Fits over factory grip 


9 Rear grip Instinctive Activation" 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


© Made of robust polymer material 
© Pre-sighted from the factory at 50 feet 


LASERGRIPS? - LG-446 
SKU 3t: 01-2070 UPC: 610242004461 
SPRINGFIELD ARMORY? XD®: | FIT 
9mm, .357 SIG, .40 S&W, .45 GAP 
RED | LASER 
4 HOURS | RUNTIME 
YES | INSTINCTIVE 
ACTIVATION™ 
ADJUSTABLE | WINDAGE & 
ELEVATION 
POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 
©PATS: CRIMSON 
AOB.COM/PATENTS ted IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


66 


© (2) CR2032 Lithium batteries 
included 


© Fits over factory grip 


9 Front grip Instinctive Activation" 
activates laser when you 
naturally erip the firearm 


© Master ON/OFF switch for 
battery conservation 


s INSTINCTIVE ACTIVATION™ 
Instinctive Activation™ is activated as 
end-users naturally grip their firearm. 


© Made of robust polymer material 
9 Pre-sighted from the factory at 50 feet 


FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


LER GRIPS 


LASERGRIPS? - LG-185 


UPC: 610242001859 


SKU #: 01-1980 


TAURUS® REVOLVER MODEL: 17, 85, 94, | FIT © (2) CR2032 Lithium batteries 
327 six-shot, 605, 650, 651, 731, 850, 905, 941 included 
Except models after 2014 . 
9 Replaces factory grips 
RED | EASER 9 Front grip Instinctive | 
4 HOURS | RUNTIME Activation" activates Nn P 
YES | INSTINCTIVE laser when you naturally з 
ACTIVATION™ grip the firearm INSTINCTIVE ACTIVATION™ 
ADJUSTABLE | WINDAGE & © Master ON/OFF switch Instinctive Activation™ is activated as 
ELEVATION for battery conservation end-users naturally grip their firearm. 
POLYMER | CONSTRUCTION © Made of robust - 
IPX4 | WATER RESISTANT Polymer material f 


OPATS: 


(Er) (ERIMZON 
AOB.COM/PATENTS IFETIME WARRANTY" 


© Pre-sighted from the factory at 50 feet 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 


LASERGRIPS? - LG-385 (EXTENDED GRIP) 


SKU #: 01-1810 UPC: 610242003853 


© (2) CR2032 Lithium batteries included 
9 Replaces factory grips 


TAURUS? REVOLVER MODEL: 17, 85, 94, | FIT 9 Front grip Instinctive Activation" 
327 six-shot, 605, 650, 651, 731, 850, 905, 941 activates laser when you 
Except models after 2014 naturally grip the firearm 
RED | LASER © Master ON/OFF switch for 
4 HOURS | RUNTIME battery conservation m 
YES | INSTINCTIVE ° bonds ar at aa e INSTINCTIVE ACTIVATION" 
ACTIVATION™ те pone? Instinctive Activation™ is activated as 
ADJUSTABLE | WINDAGE & 9 Pre-sighted from the factory end-users naturally grip their firearm. 
ELEVATION at 50 feet 


RUBBER OVERMOLDED POLYMER 
IPX4 


CONSTRUCTION 
WATER RESISTANT 


eee 


©PATS: = CRIMSON 
АОВ.СОМ/РАТЕМТ5 т IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
LASERGRIPS? - LG-375 


SKU #: 01-2450 UPC: 610242000722 


TAURUS® REVOLVER MODEL: 
THE JUDGE? & TRACKER? 
RED 


4 HOURS 
YES 


FIT 


LASER 
RUNTIME 


INSTINCTIVE 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 
WATER RESISTANT 


ADJUSTABLE 


POLYMER 
IPX4 


OPATS: (e) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


© (2) CR2032 Lithium batteries included 
© Replaces factory grips 


© Front grip Instinctive Activation™ 
activates laser when you naturally 
grip the firearm 


© Master ON/OFF switch for 
battery conservation 


INSTINCTIVE ACTIVATION™ 
А Instinctive Activation” is activated as 
© Made of robust polymer material end-users naturally grip their firearm. 
9 Pre-sighted from the factory 


at 50 feet 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 
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LASER SADDLE’ 


LASERSADDLE® LS-870 


SKU #: 01-7980 UPC: 610242009503 


REMINGTON® MODEL 870°, | FIT 
TAC-14 12 GA. 


RED | LASER 
3 HOURS | RUNTIME 
YES | AMBIDEXTROUS 


INTEGRATED ADJUSTMENT TOOL 
Adjust windage and elevation with an 


ACTIVATION integrated tool fitted neatly into the side 
the L ddle®. 
ADJUSTABLE | WINDAGE & of the Lasersaddle 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


© (2) CR2032 batteries included 
© External mount battery compartment 
© Attaches to receiver using existing screw holes 


o Ambidextrous Activation: activates laser from a 
top receiver button 


© Сап be used with aftermarket top mount pic rail 


Rost JH 
© Master ON/OFF switch for battery conservation 35р; ОРАТ: (ег) ESRIMSON 
© Pre-sighted from the factory at 50 feet АОВ.СОМ/РАТЕМТ5 IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LASERSADDLE? LS-870G 


SKU #: 01-8140 UPC: 850013143627 


_ _ . 


REMINGTON? MODEL 870°, | FIT 
TAC-14 12 GA. 


GREEN | LASER 
3 HOURS | RUNTIME 
YES | AMBIDEXTROUS 


INTEGRATED ADJUSTMENT TOOL 
Adjust windage and elevation with an 


ACTIVATION integrated tool fitted neatly into the side 
ADJUSTABLE | WINDAGE & of the Lasersaddle?. 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


© (4) CR2016 batteries included 
9 External mount battery compartment 


© Attaches to receiver using existing screw holes 


9 Ambidextrous Activation: activates laser from a 
top receiver button 


© Сап be used with aftermarket top mount pic rail 
© Master ON/OFF switch for battery conservation 


X ROO. 


© Pre-sighted from the factory at 50 feet QPATS: CRIMSON 
ISPX AOB.COM/PATENTS MER — 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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LASER SADDLES 


LASERSADDLE® LS-250 


SKU #: 01-7810 UPC: 850002469257 


MOSSBERG? 500° & 590° SERIES, | FIT 
12 & 20GA., SHOCKWAVE 


RED | LASER 
3 HOURS | RUNTIME 


NO | AMBIDEXTROUS 
ACTIVATION 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


INTEGRATED ADJUSTMENT TOOL 
Adjust windage and elevation with an 
integrated tool fitted neatly into the side 
of the Lasersaddle®. 


© (2) CR2032 batteries included 
© External mount battery compartment 


© Attaches to receiver using existing screw holes 


© Multi-Activation: Multiple activation buttons located * 
along the right side of the Lasersaddle? 


© Can be used with aftermarket top КО 
. H i 
mount pic rail yep OPATS: (&) ZERIMSON 
o Master ON/OFF switch for battery conservation a AOB.COM/PATENTS IFETIME WARRANTY" 
Н *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
9 Pre-sighted from the factory at 50 feet МЕГ CRIMBENTRAEES COMVWARSANIY 


LASERSADDLE? LS-250G 
SKU +: 01-7820 UPC: 850002469264 
MOSSBERG? 500° & 590° SERIES, | FIT 
12 & 20GA., SHOCKWAVE 
GREEN | LASER 
3 HOURS | RUNTIME 


NO | AMBIDEXTROUS 
ACTIVATION 


ADJUSTABLE | WINDAGE & 
ELEVATION 


POLYMER | CONSTRUCTION 
IPX4 ! WATER RESISTANT 


INTEGRATED ADJUSTMENT TOOL 
Adjust windage and elevation with an 
integrated tool fitted neatly into the side 

of the Lasersaddle®. 


© (4) CR2016 batteries included 


© External mount battery compartment 


© Attaches to receiver using existing screw holes 


© Multi-Activation: Multiple activation buttons located 
along the right side of the Lasersaddle? 


9 Can be used with aftermarket 
top mount pic rail 


STAN 
© Master ON/OFF switch for battery conservation )SP( ОРАТ: (Er ) Ё CRIMSON 
E e AOB.COM/PATENTS IFETIME WARRANTY" 


9 Pre-sighted from the factory at 50 feet 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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RAL MASTERS 


RAIL MASTER® 
UNIVERSAL LASER SIGHT - CMR-201 


SKU #: 01-9690 UPC: 610242002658 


ACCESSORY RAIL | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER © Attaches to Picatinny, Weaver or pistol accessory rail 
4 HOURS | RUNTIME o Ambidextrous Instant Activation" INSTANT ACTIVATION™ 


activates laser instantly with the tap of the paddle The universal design of the Rail Master 


YES | INSTANT ; Wer: 
ACTIVATION™ 0 Inserts for customizable distance from trigger К. | pa о ; on 
ADJUSTABLE раа © Designed for pistols, rifles or shoteuns from either side with the ambidextrous 


with accessory rails activation control tabs 


POLYMER | CONSTRUCTION 
9 Pre-sighted from the factory at 50 feet P ——— 
IPX4 | WATER RESISTANT ] - 


ОРАТ$: ZERIMSON 
AOB.COM/PATENTS sd IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS UR TEN 
VISIT CRIMSONTRACE.COM/WARRANTY s 


RAIL MASTER? 
UNIVERSAL LASER SIGHT - CMR-201 CTAN 


SKU #: 01-3610 UPC: 610242004287 


ACCESSORY RAIL | FIT © (1) 1/3N 3V Lithium battery included 
RED | LASER 9 Attaches to Picatinny, Weaver or pistol accessory rail 
4 HOURS | RUNTIME © Ambidextrous Instant Activation" 


activates laser instantly with the tap of the paddle INSTANT ACTIVATION™ 


YES men A : ; The universal design of the Rail Master 
9 Inserts for customizable distance from trigger offers quick Instant Activation" by 
ADJUSTABLE ANDA © Designed for pistols, rifles or shotguns simply "tapping on" and "tapping off" 


with accessory rails from either side with the ambidextrous 


tivati trol tab 
POLYMER | CONSTRUCTION ó Pre-sighted from the factory at 50 feet activation control tabs 
IPX4 | WATER RESISTANT 


OPATS; (7) CRIMSON | = 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS ds 
VISIT CRIMSONTRACE.COM/WARRANTY 


RAIL MASTER? 
UNIVERSAL LASER SIGHT - CMR-206 


SKU #: 01-4620 UPC: 610242006144 


ACCESSORY RAIL | FIT © (1) 1/3N 3V Lithium battery included 
GREEN | LASER © Attaches to Picatinny, Weaver or pistol accessory rail 
2 HOURS | RUNTIME Ф Ambidextrous Instant Activation" INSTANT ACTIVATION" 
YES | INSTANT activates laser instantly with the tap of the paddle The universal design of the Rail Master 
ACTIVATION 9 Inserts for customizable distance from trigger offers quick Instant Activation" by 
ADJUSTABLE | WINDAGE & ; š ; simply "tapping on" and “tapping off” 
J ELEVATION Designed for pistols, rifles or shotguns from either side with the ambidextrous 


with accessory rails activation control tabs 


POLYMER | CONSTRUCTION © Pre-sighted from the factory at 50 feet 
IPX4 | WATER RESISTANT |" Раа 


ОРАТ: (tr) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY’ 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 4£;Ñ 


VISIT CRIMSONTRACE.COM/WARRANTY 
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RAIL MASTER 


ВАШ MASTER’ PRO 


RAIL MASTER® PRO 


UNIVERSAL LASER/LIGHT COMBO - CMR-207 


SKU #: 01-7730 


UPC: 610242009268 


ACCESSORY RAIL | FIT O (1) CR123 Lithium battery included 
RED | LASER 9 Attaches to Picatinny, Weaver or pistol accessory rail 
400 LUMENS | LIGHT O Fits GLOCK? brand accessory rails 
© Ambidextrous Instant Activation" activates INSTANT ACTIVATION™ 
SO MIN: ЕЕ laser instantly with the tap of the paddle The universal design of the Rail Master 
LASER/LIGHT Я с 
: . offers quick Instant Activation” by 
YES | INSTANT 9 Modes: Light only, Laser only, Light and Laser on, simply “tapping on" and "tapping off” 
ACTIVATION" Momentary ON/OFF from either side with the ambidextrous 
ADJUSTABLE | WINDAGE & © Smart circuitry remembers last mode setting activation control tabs 
ELEVATION 9 5 minute auto shutoff preserves battery life 
ALUMINUM | CONSTRUCTION 
IPX4 | WATER RESISTANT OPATS: Er EERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS — 
VISIT CRIMSONTRACE.COM/WARRANTY 
RAIL MASTER? PRO 


UNIVERSAL LASER/LIGHT COMBO - CMR-207G 


SKU #: 01-7720 


UPC: 610242009251 


ACCESSORY RAIL | FIT O (1) CR123 Lithium battery included 
GREEN | LASER © Attaches to Picatinny, Weaver or pistol 
400 LUMENS | LIGHT accessory rail 
SO MIN. RUNTIME © Fits GLOCK® brand accessory rails 
` | LASER/LIGHT © Ambidextrous Instant Activation" TON UN 
activates laser instantly with the tap The universal design of the Rail Master 
YES | INSTANT offers quick Instant Activation” by 
а of the paddle , ыру PM Миын ; 
ACTIVATION . . simply "tapping on" and "tapping off' 
© Modes: Light only, Laser only, Light and from either side with the ambidextrous 
ADJUSTABLE | WINDAGE & 
ELEVATION Laser on, Momentary ON/OFF activation control tabs 
ALUMINUM | CONSTRUCTION o Smart circuitry remembers last mode setting 
IPXA | WATER RESISTANT 9 5 minute auto shutoff preserves battery life 
OPATS: (Er ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" y 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
RAIL MASTER” PRO 


UNIVERSAL LASER/LIGHT COMBO - CMR-207 FDE 


UPC: 850013143092 


SKU #: 01-00420 


ACCESSORY RAIL 
RED 


400 LUMENS 
50 MIN. 


YES 
ADJUSTABLE 


ALUMINUM 


IPX4 


74 


FIT 
LASER 


LIGHT 


RUNTIME 
LASER/LIGHT 


INSTANT 
ACTIVATION™ 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


WATER RESISTANT 


© (1) CR123 Lithium battery included 
© Attaches to Picatinny, Weaver or pistol accessory rail 
© Fits GLOCK? brand accessory rails 


© Ambidextrous Instant Activation" 
activates laser instantly with the tap of the paddle 


© Modes: Light only, Laser only, Light and Laser on, 
Momentary ON/OFF 


© Smart circuitry remembers last mode setting 
9 5 minute auto shutoff preserves battery life 


INSTANT ACTIVATION™ 
The universal design of the Rail Master 
offers quick Instant Activation” by 
simply "tapping on" and "tapping off” 
from either side with the ambidextrous 

activation control tabs 


e 


OPATS: ZERIMSON 
AOB.COM/PATENTS bd IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


RAL MASTER’ PRO ` 


RAIL MASTER® PRO 

UNIVERSAL LASER/LIGHT COMBO - CMR-207G FDE 

SKU #: 01-00430 UPC: 850013143108 

O (1) CR123 Lithium battery included 

© Attaches to Picatinny, Weaver or pistol accessory rail 
© Fits GLOCK® brand accessory rails 


o Ambidextrous Instant Activation" 


50 MIN. | RUNTIME activates laser instantly with the tap of the paddle А OP 
LASER/LIGHT i rl ууп р р offers quick Instant Activation” by 


© Modes: Light only, L ly, Light and L , simply "tapping on" апа "tapping off" 
YES alee im h о Sm a ASEAN from either side with the ambidextrous 


activation control tabs 
ADJUSTABLE | WINDAGE & 9 Smart circuitry remembers last mode setting 
ELEVATION : : 
9 5 minute auto shutoff preserves battery life 


ALUMINUM | CONSTRUCTION 43 _ 


IPX4 | WATER RESISTANT ОРАТ: (Er FERMON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


ACCESSORY RAIL | FIT 
GREEN | LASER 


400 LUMENS | LIGHT 


INSTANT ACTIVATION" 
The universal design of the Rail Master 


RAIL MASTER? PRO 
UNIVERSAL LASER/LIGHT COMBO - CMR-205 


SKU #: 01-4250 UPC: 610242005239 


ACCESSORY RAIL | FIT O (1) CR2 Lithium battery included 
RED | LASER © Attaches to Picatinny, Weaver or pistol accessory rail 

100 LUMENS | LIGHT O Fits GLOCK? brand accessory rails INSTANT ACTIVATION™ 

2 HOURS | RUNTIME © Ambidextrous Instant Activation™activates The universal design of the Rail Master 
LASER/LIGHT laser instantly with the tap of the paddle offers quick Instant Activation™ by 

. . simply "tapping on" and "tapping off” 
YES EAL © Modes: Light only, Light on only strobe, from either side with the ambidextrous 

ADUSTABLE ВАСЕ Е Laser only, Light and Laser on activation control tabs 

J ELEVATION © Smart circuitry remembers last mode setting 


POLYMER | CONSTRUCTION 9 5 minute auto shutoff preserves battery life 


IPX4 | WATER RESISTANT OPATS: CRIMSON 
AOB.COM/PATENTS ayama p WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


RAIL MASTER® PRO 
UNIVERSAL LASER/LIGHT COMBO - CMR-204 


SKU #: 01-4200 UPC: 610242005222 


ACCESSORY RAIL | FIT © (1) CR2 Lithium battery included 
GREEN | LASER © Attaches to Picatinny, Weaver or pistol accessory rail 

100 LUMENS | LIGHT 9 Fits GLOCK® brand accessory rails INSTANT ACTIVATION™ 

2 HOURS | RUNTIME © Ambidextrous Instant Activation" activates laser The universal design of the Rail Master 
LASER/LIGHT instantly with the tap of the paddle offers quick Instant Activation" by 

YES | INSTANT "T . simply “tapping on” and “tapping off” 
ACTIVATION” 9 Modes: Light only, Light on only strobe, from either side with the ambidextrous 

AAA ia Laser only, Light and Laser on activation control tabs 

! ELEVATION 9 Smart circuitry remembers last mode setting 


POLYMER | CONSTRUCTION 9 5 minute auto shutoff preserves battery life 


IPX4 | WATER RESISTANT © PATS: (&) CRIMSON 
AOB.COM/PATENTS p WARRANTY* 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


RAIL MASTER” PRO 
LIGHT/LASER COMBO - CMR-301 


SKU #: 01-00020 UPC: 610242010110 


M-LOK? and PIC RAIL | FIT © Can be mounted to most M1913 Pic Rails or M-LOK? sections at least 2.75" in length 
GREEN | LASER © 1,000 peak lumen white LED 
1,000, 500, 150 | LUMENS © Light tested to ANSI FL1 lighting standards 


50 MINUTES | RUNTIME (peak lumens) © Green laser sight for day and night visibility 
ADJUSTABLE | WINDAGE & 0 Rechargeable Elan battery included. The battery can be exchanged without removing 
ELEVATION the Rail Master? Pro from the firearm 
FORGED ALUMINUM | CONSTRUCTION © Modes: Light only, Laser only, Light and Laser on 
9 Light modes: On, Off, momentary ON/OFF 


© The Rail Master? Pro can be operated as a standalone unit or attach the 6" remote switch 
for customizable activation and selection 


IPX7 | WATERPROOF 


© Optional 6” remote cable switch included 


ON/OFF SWITCH 


© PATS: ( tr ) CRIMSON Б” REMOTE CABLE SWITCH, M-LOK® AND 
AOB.COM/PATENTS COM/PATENTS IFETIME WARRANTY* PIC RAIL ADAPTERS. Not to scale 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


MODE SELECTION FACE 
GLOWS IN THE DARK! 


RAIL MASTER? PRO 
LIGHT/LASER COMBO - CMR-301 TAN 


SKU #: 01-00410 UPC: 850013143085 


M-LOK® and PIC RAIL | FIT 9 Can be mounted to most M1913 Pic Rails or M-LOK? sections at least 2.75" in length 
GREEN | LASER 9 1,000 peak lumen white LED 
1,000, 500, 150 | LUMENS 9 Light tested to ANSI FL1 lighting standards 


50 MINUTES | RUNTIME (peak lumens) 9 Green laser sight for day and night visibility 
ADJUSTABLE | WINDAGE & © Rechargeable Li-Ion battery included. The battery can be exchanged without removing 
ELEVATION the Rail Master? Pro from the firearm 


FORGED ALUMINUM | CONSTRUCTION © Modes: Light only, Laser only, Light and Laser on 
© Light modes: On, Off, momentary ON/OFF 


9 The Rail Master? Pro can be operated as a standalone unit or attach the 6" remote switch 
for customizable activation and selection 


IPX7 | WATERPROOF 


© Optional 6” remote cable switch included 


ON/OFF SWITCH 


MODE SELECTION FACE 
GLOWS IN THE DARK! 


OPATS: (cr) ZERIMSON 
AOB.COM/PATENTS IFETIME WARRANTY" 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 6" REMOTE CABLE SWITCH, M-LOK? AND 
VISIT CRIMSONTRACE.COM/WARRANTY PIC RAIL ADAPTERS. Not to scale 
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PON LIGHT 


RIG" - RAPID ILLUMINATION GRIP 


RIG™ SKU #: 01-01720 UPC: 850013143894 
Extra Li-Ion Battery SKU #: 01-3000086 UPC: 810048570539 


M-LOK® and PIC RAIL | FIT © (2) Removable Li-Ion Rechargeable batteries included 
500, 350, 200, 100, 5, | LUMENS © Rechargeable battery can be changed without removing the АІС" from the firearm 


VARIABLE DIMMING 
9 Light tested to ANSI FL1 lighting standards 
1HOUR | RUNTIME (peak lumens) 


ON, OFF, STROBE, | MODES 


© Ergonomic angled foregrip for enhanced handling 


MOMENTARY © Preset outputs: 500L, 350L, 200L, 100L, 5L 
YES | AMBIDEXTROUS © Large + and - brightness buttons for quick adjustment 
ON/OFF 9 Variable Dimming - To get a desired brightness, press and hold the + or - buttons 
YES | VARIABLE DIMMING to increase or decrease brightness levels 
ALUMINUM | CONSTRUCTION © Ambidextrous swappable ON/OFF switch - The RIG" ON/OFF switch can be 
AND POLYMER swapped from the right to the left side. This quick adjustment is optimized 
IPX4 | WATER RESISTANT for end-user preference 


INNOVATIVE M-LOK® The RIG™ ON/OFF switch can be swapped from the right to the 
FLUSH MOUNT DESIGN left side prior to installation. It can also be swapped out for the 
remote switch to add even more customizable options. 


RECHARGEABLE LI-ION 
BATTERY PACK 


PIC RAIL ADAPTER PLATE INCLUDED 
Er — М i 


FR CRIMSON 
Pe SPATS.) ZCRIMSON aum que 4 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY OPTIONAL 5” REMOTE SWITCH AND CABLE INCLUDED 
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PON LIGHT 


TACTICAL LIGHT - CWL-102 


SKU #: 01-8560 UPC: 610242009794 
M-LOK®, KEYMOD and PIC RAIL | FIT (1) CR123 Lithium battery included 
500 | LUMENS © Rear access battery compartment 
YES | INSTANT ACTIVATION" © Attaches to MIL-SPEC 1913 Pic Rails, Keymod or M-LOK* 
1HOUR | RUNTIME 9 Instant Activation": Tap-ON/OFF with 
Momentary ON/OFF 


ON, OFF, MOMENTARY | MODES 
ALUMINUM | CONSTRUCTION 


© High output Cree? XPL LED 
9 Tailcap or included remote switch activation 


IPX7 | WATERPROOF © Remote switch attachment: hook & loop 
or double stick tape 


© Can be used as a handheld light 


REMOTE SWITCH WITH CONSTANT ON 
BUTTON AND MOMENTARY ON/OFF 
PRESSURE PAD 


PIC RAIL MOUNT 


(6) crimson TRACE 


M-LOK®/KEYMOD MOUNT 


JH ША 


CRIMSON 
XPK OPATS: (=) ALGRIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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PON LIGHT 


TACTICAL LIGHT - CWL-202 


SKU 1t: 01-8770 UPC: 610242009800 
M-LOK®, KEYMOD and PIC RAIL | FIT (2) CR123 Lithium batteries included 
900 | LUMENS 9 Rear access battery compartment 
YES | INSTANT ACTIVATION" 9 Attaches to MIL-SPEC 1913 Pic Rails, Keymod or M-LOK* 
1HOUR 10 MINUTES | RUNTIME 9 Instant Activation": Tap-ON/OFF with 


Momentary ON/OFF 
9 High output Cree? XPL LED 
9 Tailcap or included remote switch activation 


IPX7 | WATERPROOF o Remote switch attachment: hook & loop 
or double stick tape 


ON, OFF, MOMENTARY | MODES 
ALUMINUM | CONSTRUCTION 


9 Can be used as a handheld light 


REMOTE SWITCH WITH CONSTANT ON 


BUTTON AND MOMENTARY ON/OFF 
PRESSURE PAD 


PIC RAIL MOUNT 


(®) CRIMSON TRACE 


@) crimson TRACE 


M-LOK®/KEYMOD MOUNT 


HR Д 


CRIMSON 
YSPC OPATS: (tr pco 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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RAIL MASTER? - CMR-208 


SKU #: 01-8240 UPC: 610242009336 
UNIVERSAL ACCESSORY RAIL 
420, 110 
YES 
1HOUR 
HIGH, LOW, STROBE, MOMENTARY 


ALUMINUM 
IPX7 


O (1) CR123 Lithium battery included 


© Front access battery compartment 


o Memory Retention: Remembers the last lumen output setting 


FIT 
LUMENS 


INSTANT ACTIVATION 
RUNTIME (peak lumens) 
MODES 


CONSTRUCTION 
WATERPROOF 


© Attaches to MIL-SPEC 1913 Pic Rails, pistol accessory rails, 


and most GLOCK? accessory rails 


9 Instant Activation": Tap-ON/OFF with Momentary ON/OFF 


© High output Cree? XPL LED 
9 Impact resistant up to 1 meter 


© Battery Life: 420 Lumens - 1 hr 5 min, 110 Lumens - 1 hr 50 min 
© Weight: 4.1 oz with battery installed 


я E 


(&) CRIMSON TRACE 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
“tapping on” and “tapping off” from 
either side with the ambidextrous 

activation control tabs 


„ERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


RAIL MASTER? - CMR-209 


SKU #: 01-00010 UPC: 850002469356 
UNIVERSAL ACCESSORY RAIL 

200 

YES 

1 HOUR 30 MINUTES 

HIGH, LOW, STROBE, MOMENTARY 


POLYMER 
IPX4 


9 (1) CR2 Lithium battery included 


© Front access battery compartment 


FIT 
LUMENS 


INSTANT ACTIVATION 
RUNTIME 

MODES 
CONSTRUCTION 
WATER RESISTANT 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
"tapping on" and "tapping off” from 
either side with the ambidextrous 

activation control tabs 


o Memory Retention: Remembers the last lumen output setting 


© Attaches to MIL-SPEC 1913 Pic Rails, pistol accessory rails, and 
most GLOCK? accessory rails 


9 Instant Activation": Tap-ON/OFF with Momentary ON/OFF 
© High output Cree? XPL LED 

9 Impact resistant up to 1 meter 

9 Battery Life: 1 hr 30 min 

© Weight: 4.1 oz with battery installed 


GERIMZON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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WE PON LIGHT 


LIGHTGUARD? - LTG-773 


SKU #: 01-8290 
GLOCK? 42, 43, 43X, 48 
110 

YES 

1HOUR 

ON, OFF 


POLYMER 
IPX4 


LERIMSON 


UPC: 850002469301 


FIT 
LUMENS 


INSTANT ACTIVATION 
RUNTIME 
MODES 


CONSTRUCTION 
WATER RESISTANT 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© (2) 1/3N Lithium batteries included 
9 Front access battery compartment 

© Attaches to trigger guard for flush fit 
9 Instant Activation": Tap-ON/OFF 


Y CRIMSON TRACE 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
“tapping on” and “tapping off” from 
either side with the ambidextrous 

activation control tabs 


9 Impact resistant up to 1 meter 


LIGHTGUARD® - 


UPC: 850002469325 


SKU #: 01-8330 
GLOCK® 26, 27, 33 

110 

YES 

1HOUR 

ON, OFF 


POLYMER 
IPX4 


LERIMSON 


LTG-777 


FIT 
LUMENS 


INSTANT ACTIVATION 
RUNTIME 

MODES 
CONSTRUCTION 
WATER RESISTANT 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


O (2) 1/3N Lithium batteries included 
© Front access battery compartment 

© Attaches to trigger guard for flush fit 
9 Instant Activation": Tap-ON/OFF 


9 Impact resistant up to 1 meter 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
"tapping on" and “tapping off” from 
either side with the ambidextrous 

activation control tabs 


LIGHTGUARD® - 


LTG-778 


SKU #: 01-8340 


RUGER? LCP II 
95 


YES 
1HOUR 
ON, OFF 


POLYMER 
IPX4 


GERINZON 


UPC: 850002469332 


FIT 
LUMENS 


INSTANT ACTIVATION 
RUNTIME 
MODES 


CONSTRUCTION 
WATER RESISTANT 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© (2) 1/3N Lithium batteries included 
9 Front access battery compartment 

9 Attaches to trigger guard for flush fit 
9 Instant Activation": Tap-ON/OFF 


AY CRIMSON TRACE 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
“tapping on” and “tapping off” from 
po either side with the ambidextrous 

activation control tabs 


© Impact resistant up to 1 meter 
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WEAPON LIGHT 


LIGHTGUARD? - LTG-779 


SKU #: 01-8350 UPC: 850002469349 


RUGER? LCP | FIT © (2) 1/3N Lithium batteries included 
95 | LUMENS 9 Front access battery compartment 
YES | INSTANT ACTIVATION 9 Attaches to trigger guard for flush fit 
1HOUR | RUNTIME 9 Instant Activation": Tap-ON/OFF 
ON, OFF | MODES 9 Impact resistant up to 1 meter 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 7 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
"tapping on" and "tapping off” from 


—FF either side with the ambidextrous 
CLMSON activation control tabs 
IFETIME WARRANTY* (9) 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS ЕЕ. 
VISIT CRIMSONTRACE.COM/WARRANTY 


LIGHTGUARD? - LTG-772 


SKU #: 01-8280 UPC: 850002469295 


SIG SAUER? P365, © (2) 1/3N Lithium batteries included 
P365SAS, P365XL | FIT 9 Front access battery compartment 
110 | LUMENS 


9 Attaches to trigger guard for flush fit 
YES | INSTANT ACTIVATION 9 Instant Activation": Tap-ON/OFF 

1HOUR | RUNTIME © Impact resistant up to 1 meter 

ON, OFF | MODES 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
"tapping on" and "tapping off” from 
either side with the ambidextrous 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT Wii 


a - - activation control tabs 
МШЕ = 
IFETIME WARRANTY" = { 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


LIGHTGUARD? - LTG-776 
SKU #: 01-8320 UPC: 850002469318 
SIG SAUER? P938, P238 | FIT © (2) 1/3N Lithium batteries included 
95 | LUMENS Ó Front access battery compartment 
YES | INSTANT ACTIVATION © Attaches to trigger guard for flush fit 
1HOUR | RUNTIME 9 Instant Activation": Tap-ON/OFF 
ON, OFF | MODES 9 Impact resistant up to 1 meter 


| INSTANT ACTIVATION™ 

Offers tactile response by simply 
"tapping on" and "tapping off” from 
either side with the ambidextrous 


Ho, е activation control tabs 
£ERIMSON A. (3 
IFETIME WARRANTY" de 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS ra? 1 
VISIT CRIMSONTRACE.COM/WARRANTY , ° 


POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 
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PON LIGHT 


LIGHTGUARD? - LTG-770 


SKU #: 01-8250 UPC: 850002469271 


SMITH & WESSON® M&P® | FIT 
SHIELD", SHIELD" M2.0 
9MM & .40 S&W 
DOES NOT FIT .45 ACP OR MODELS 
WITH INTEGRATED LASER SIGHT 


110 | LUMENS 
YES | INSTANT ACTIVATION 
1HOUR | RUNTIME 
ON, OFF | MODES 
POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


© (2) 1/3N Lithium batteries included 
9 Front access battery compartment 

© Attaches to trigger guard for flush fit 
9 Instant Activation": Tap-ON/OFF 


9 Impact resistant up to 1 meter 


ERMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


INSTANT ACTIVATION" 
Offers tactile response by simply 
“tapping on” and “tapping off” from 
either side with the ambidextrous 

activation control tabs 


м 


LIGHTGUARD® - LTG-771 


SKU #: 01-8270 UPC: 850002469288 


SPRINGFIELD® ARMORY | FIT 
XD-S 9MM & .40 SEW 


110 | LUMENS 
YES | INSTANT ACTIVATION 
1HOUR | RUNTIME 
ON, OFF | MODES 
POLYMER | CONSTRUCTION 
IPX4 | WATER RESISTANT 


© (2) 1/3N Lithium batteries included 
9 Front access battery compartment 

© Attaches to trigger guard for flush fit 
9 Instant Activation": Tap-ON/OFF 


9 Impact resistant up to 1 meter 


EEMS ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


CRIMSONTRACE.COM 


a er 


INSTANT ACTIVATION™ 
Offers tactile response by simply 
"tapping on" and "tapping off” from 
either side with the ambidextrous 

activation control tabs 


©2022 CRIMSON TRACE CORPORATION 
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THE ANATOMY OF A CT RAD" 
All Rapid Aiming Dots have the same DNA for premium optics. Despite different sizes, added premium features, and even green 
dot options, all are constructed with uncompromising quality and performance, making them Coveted Gear. 


7075 Series 
Aerospace aluminum 
construction 
30% stronger than the 
industry standard 6061 


Side grip texturing helps 
with racking a slide 


Innovative top strap design deflects force if sight is dropped 
Our engineers developed a better way to reduce stress on the lens of reflex sights. 
By combining out-of-the-box thinking with next-level physics, we designed a system 
that both reinforces your optic and reduces stress if it happens to get dropped. 


Ss 


Windage and Elevation adjustment Recessed lens for 


increased durability High efficiency RCLED 


for long hours of use 
Fully multi-coated lens 


THE FOOTPRINT OF A CT RAD" 
Our Rapid Aiming Dots come with our innovative "RAD" footprint. Both versions of our footprints are compatible with the most 
popular optics footprints on the market. 


CT RAD” Footprint - This footprint is 
designed for most full size handguns 
and is compatible with the Docter? 
style footprint. 


CT micro” Footprint - This footprint is 
designed for most compact handguns 
and is compatible with the Shield 
RMS? and JPoint? footprints. 
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THE FEATURES ОЕ А CT RAD" 
Our Rapid Aiming Dots come with a series of best-in-class features. With 3 different sizes, 2 different models, and 2 different 
Dot color options, we are positive we can offer you a CT RAD" with the features you need. 


CT MOTION” Sensor - Detects movement of the firearm and automatically turns the reflex sight on. 
The sight powers off after 2 minutes of zero movement. 


CT RADIANT” Ambient Light Sensor - The ambient light sensor automatically adjusts the 
aiming dot's brightness to the surrounding lighting condition. 


AUTO Shutoff Function - The sight automatically shuts off after 8 consecutive hours of 
operation to conserve battery life. 


MANUAL ON/OFF Function - Allows you to turn on or off the sight by using the side brightness buttons. 
RED DOT - AIl CT RAD red dots are 3 MOA for precision targeting. 

GREEN DOT - All CT RAD green dots are 5 MOA for easy acquisition. 

IBXA Water Resistance - Is resistant to rain and splashes from any direction. 


IPX7 Waterproof - Can be submerged in water up to 1 meter for 30 minutes. 


THE “FIT” OF A СТ RAD" 

Our CT RAD" footprint is compatible with the Docter? pattern. Because of this our new red dots can 
be used with existing manufacturer optics plates. Listed below are some of the top brands and the 
corresponding mounting plates that work for the CT RAD". 


MANUFACTURER PLATEI.D. | MANUFACTURER PLATE I.D. 


SPRINGFIELD ARMORY? 5 
RUGER® ET CZ? DOCTER 


TAURUS? 1 CANIK® 1 
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OPEN REFLEX SIGHTS 


G : 
TRAD micro 


SKU #: 01-01800 UPC: 850013143825 


CT micro" FOOTPRINT 
3 MOA RED 

20,000 HOURS 

YES 


FIT 
DOT 
RUNTIME 


CT RADIANT™ 
SENSOR 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


ADJUSTABLE 
AEROSPACE 
ALUMINUM 
IPX4 

BOTTOM ACCESS 


WATER RESISTANT 
BATTERY LOCATION 


INNOVATIVE TOP STRAP DESIGN 
DEFLECTS FORCE IF SIGHT IS DROPPED 
9 (1) CR1632 battery included 


o CT RADIANT " ambient light sensor - 
The ambient light sensor automatically 
adjusts the aiming dot's brightness to 
the surrounding lighting condition 


INTEGRATED CO-WITNESS SIGHT 


9 CT micro" Mounting Pattern - Fits most 
compact handguns and is compatible with 
Shield RMS? and JPoint? footprints 


9 Integrated rear sight cut into the base of the 
CT RAD" micro for use with front iron sight 


© Recessed optic lens for increased durability 


9 Rubber sight cover included 


EEMS ОМ 


SE Ë Cp, ie. MUM ا‎ К: ША 
©PATS: 
AAE МОЇ SP. VSPX  koncompareinS/ "50 compere mean ns ano conorons 
UMINV' ARV 


G : 
TRAD micro 


SKU #: 01-3000018 UPC: 850013143955 


CT micro" FOOTPRINT 
5 MOA GREEN 

7,000 HOURS 

YES 


FIT 
DOT 
RUNTIME 


CT RADIANT™ 
SENSOR 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


ADJUSTABLE 
AEROSPACE 
ALUMINUM 
IPX4 

BOTTOM ACCESS 


WATER RESISTANT 
BATTERY LOCATION 


INNOVATIVE TOP STRAP DESIGN 
DEFLECTS FORCE IF SIGHT 15 DROPPED 


O (1) CR1632 battery included 


© CT RADIANT " ambient light sensor - 
The ambient light sensor automatically 
adjusts the aiming dot's brightness to 
the surrounding lighting condition 


INTEGRATED CO-WITNESS SIGHT 


9 CT micro" Mounting Pattern - Fits most 
compact handguns and is compatible with | 
Shield RMS® and JPoint® footprints 


9 Integrated rear sight cut into the base of the 
CT RAD" micro for use with front iron sight 


© Recessed optic lens for increased durability 


9 Rubber sight cover included 


HERE 


Ge Ke, J W, Rs ROO. 
AAC МОГ ӘР OPATS: (er *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
Xx ni ڇڪ‎ VISIT CRIMSONTRACE.COM/WARRANTY 


E . 
TRAD micro pro 


SKU #: 01-01970 UPC: 850013143665 


CT micro" FOOTPRINT 
3 MOA RED 

20,000 HOURS 

YES 


FIT 
DOT 
RUNTIME 


CT RADIANT™ 
SENSOR 


CT MOTION” 
SENSOR 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


YES 


ADJUSTABLE 
AEROSPACE 
ALUMINUM 
IPX4 

BOTTOM ACCESS 


WATER RESISTANT 
BATTERY LOCATION 
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INNOVATIVE TOP STRAP DESIGN 


O (1) CR1632 battery included 
DEFLECTS FORCE IF SIGHT 15 DROPPED 


© CT MOTION" Sensor - Detects movement of the 
firearm and automatically turns the reflex sight on. 
Sight powers off after 2 minutes of being stationary 


© CT RADIANT " ambient light sensor - 
The ambient light sensor automatically 
adjusts the aiming dot's brightness to the 
surrounding lighting condition 


INTEGRATED CO-WITNESS SIGHT 


© CT micro" Mounting Pattern - Fits most compact 
handguns and is compatible with Shield RMS? and 
JPoint? footprints 


9 Integrated rear sight cut into the base of the CT RAD" 
micro for use with front iron sight 


9 Recessed optic lens for increased durability 


© Rubber sight cover included 


pu ON 


p Co a. px. = 
Mi ©PATS: 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
AAE {OF ISP: YS PX AOB.COM/PATENTS VISIT CRIMSONTRACE.COM/WARRANTY 
MIN! ARV 


ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE® DEFINITION 


EN REFLEX SIGHTS 


G И 
TRAD micro pro 


SKU #: 01-3000038 


CT micro" FOOTPRINT 
5 MOA GREEN 

7,000 HOURS 

YES 


YES 


ADJUSTABLE 
AEROSPACE 
ALUMINUM 
IPX4 

BOTTOM ACCESS 


UPC: 850013143979 


FIT 
DOT 
RUNTIME 


CT RADIANT™ 
SENSOR 


CT MOTION” 
SENSOR 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


WATER RESISTANT 
BATTERY LOCATION 


INNOVATIVE TOP STRAP DESIGN 
DEFLECTS FORCE IF SIGHT IS DROPPED 


(1) CR1632 battery included 


© CT MOTION" Sensor - Detects movement 
of the firearm and automatically turns the 
reflex sight on. Sight powers off after 
2 minutes of being stationary 


© CT RADIANT " ambient light sensor - The 
ambient light sensor automatically adjusts 
the aiming dot's brightness to the 
surrounding lighting condition 


INTEGRATED CO-WITNESS SIGHT 


© CT micro" Mounting Pattern - Fits most compact 
handguns and is compatible with Shield RMS? and JPoint? footprints 


9 Integrated rear sight cut into the base of the CT RAD" micro for use with front iron sight 


GERIMSON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Recessed optic lens for increased durability 
9 Rubber sight cover included 


oS MUM o, 


Pm MN m OR 
Кў боў 8 


CARI 


ОРАТ: (tr 
AOB.COM/PATENTS 


Ашты 


E . 
TRAD 


SKU #: 01-01780 


CT RAD" FOOTPRINT 
3 MOA RED 

20,000 HOURS 

YES 


ADJUSTABLE 


AEROSPACE 
ALUMINUM 
IPX7 


TOP ACCESS 


UPC: 850013143818 


FIT 
DOT 
RUNTIME 


AUTO SHUTOFF 
FUNCTION 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


WATERPROOF 


INNOVATIVE TOP STRAP 
DESIGN DEFLECTS FORCE IF 
SIGHT IS DROPPED 


(1) CR1632 battery included 


© Auto Shutoff Function - Sight automatically 
shuts off after 8 consecutive hours of operation 
to conserve battery life 


© Manual ON/OFF function to conserve battery life 


© CT RAD" Mounting Pattern - Fits most full size 
handguns and is compatible with 
the Docter? footprint 


LARGE FUNCTION BUTTONS 


EASY-RACK TEXTURED SIDES FOR BRIGHTNESS SETTINGS 


FOR ENHANCED GRIP 
© Easy-rack textured sides for enhanced grip 


9 Large function buttons for brightness adjustment 


© Recessed optic lens for increased durability 


BATTERY LOCATION © Rubber sight cover included 


PACE 


ДАС МОС ИР! A 


OS 


UM KP; 
МУМ ор, > SER o. 


ERIMSON 
OPATS: (Er) BOR 


AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


CLARION VISIT CRIMSONTRACE.COM/WARRANTY 


TRAD 


SKU #: 01-01890 


CT RAD" FOOTPRINT 
5 MOA GREEN 

7,000 HOURS 

YES 


UPC: 850013143856 


FIT 

DOT 

RUNTIME 
AUTO SHUTOFF 


FUNCTION 


ADJUSTABLE 


WINDAGE & 


ELEVATION 


AEROSPACE 
ALUMINUM 


IPX7 
TOP ACCESS 


CONSTRUCTION 


WATERPROOF 
BATTERY 


LOCATION AAC Mot ИР) B4 


PACE Qo 


si 
J 


ALUMINO“ 


INNOVATIVE TOP STRAP 
DESIGN DEFLECTS FORCE IF 
SIGHT IS DROPPED 


O (1) CR1632 battery included 


© Auto Shutoff Function - Sight automatically 
shuts off after 8 consecutive hours of 
operation to conserve battery life 


o Manual ON/OFF function to conserve battery life 


0 CT RAD" Mounting Pattern - Fits most full size 
handguns and is compatible with the 
Docter? footprint 
LARGE FUNCTION BUTTONS 
FOR BRIGHTNESS SETTINGS 
EASY-RACK TEXTURED SIDES 
FOR ENHANCED GRIP 


© Easy-rack textured sides for enhanced grip 
9 Large function buttons for brightness settings 


9 Recessed optic lens for increased durability 


CRIMSON 
PATS: (Er) E 


AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


© Rubber sight cover included 


УМУМ wt айоо, ооо, 


СА 
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EN REFLEX SIGHTS 


(Gt И © (1) CR1632 battery included INNOVATIVE TOP STRAP DESIGN 
RAD pro © CT MOTION“ Sensor - Detects movement of the е quet 

е TT firearm and automatically turns the reflex sight on. OPATS: 

SKU #: 01-01940 UPC: 850013143870 Sight powers off after 2 minutes of being stationary AOB.COM/PATENTS 


© CT RADIANT " ambient light sensor - The ambient 


CT RAD" FOOTPRINT | FIT ; i : hie 
light sensor automatically adjusts the aiming dot’s 


3 МОА RED | DOT brightness to the surrounding lighting condition 
20,000 HOURS | RUNTIME © Auto Shutoff Function - Sight automatically shuts 
VES | CT MOTION” off after 8 consecutive hours of operation to 
SENSOR conserve battery life 
YES | CT RADIANT™ © Manual ON/OFF function to conserve battery life 
SENSOR © CT RAD™ Mounting Pattern - Fits most full size 
handguns and is compatible with the EASY-RACK TEXTURED LARGE FUNCTION BUTTONS 
ADJUSTABLE | WINDAGE & 
J ELEVATION Docter? footprint SIDES FOR ENHANCED GRIP FOR BRIGHTNESS SETTINGS 
AEROSPACE | CONSTRUCTION 9 Recessed optic lens for increased durability 
ALUMINUM 9 Rubber sight cover included 
IPX7 | WATERPROOF prm "T PR pe CRIMSON 
TOP ACCESS | BATTERY A AC Mot NPS SP IFETIME WARRANTY" A 
LOCATION *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
MILL CCAR VISIT CRIMSONTRACE.COM/WARRANTY 
Gr O (1) CR1632 battery included INNOVATIVE TOP STRAP DESIGN 
š DEFLECTS FORCE IF SIGHT IS DROPPED 
RAD pro © CT MOTION” Sensor - Detects movement of the 


firearm and automatically turns the reflex sight on. 
SKU #: 01-3000037 UPC: 850013143362 Sight powers off after 2 minutes of being stationary 


OPATS: 


AOB.COM/PATENTS 


CT RAD" FOOTPRINT | FIT 0 CT RADIANT™ ambient light sensor - The ambient 
light sensor automatically adjusts the aiming dot's 
5 MOA GREEN | DOT brightness to the surrounding lighting condition 
7,000 HOURS | RUNTIME © Auto Shutoff Function - Sight automatically shuts 
YES | CT MOTION” off after 8 consecutive hours of operation to 
SENSOR conserve battery life 
YES | CT RADIANT" © Manual ON/OFF function to conserve battery life 
SENSOR © CT RAD" Mounting Pattern - Fits most 
; ; ; EASY-RACK TEXTURED SIDES LARGE FUNCTION BUTTONS 
ADJUSTABLE | WINDAGE & full size handguns and is compatible 
ELEVATION with the Docter? footprint FOR ENHANCED GRIP FOR BRIGHTNESS SETTINGS 
AEROSPACE | CONSTRUCTION 9 Recessed optic lens for increased durability 
ALUMINUM 


9 Rubber sight cover included 


IPX7 | WATERPROOF PX ote. yet te ZERIMSON 
TOP ACCESS | BATTERY A AC МОГ WP» SP IFETIME WARRANTY* 


LOCATION *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


V 


LOW PROFILE PIC RAIL 
MOUNT INCLUDED 


MILLS CCAR VISIT CRIMSONTRACE.COM/WARRANTY 
tr . oe need INNOVATIVE TOP STRAP DESIGN 
FS ALD MAX attery include DEFLECTS FORCE IF SIGHT IS DROPPED 
9 Auto Shutoff Function - Sight automatically shuts 
SKU +: 01-01980 UPC: 850013143672 off after 8 consecutive hours of operation to OPATS: 
AOB.COM/PATENTS 


conserve battery life 
M1913 PIC RAIL | FIT 


3 MOA RED | DOT 
50,000 HOURS | RUNTIME 
YES | AUTO SHUTOFF 


© Manual ON/OFF function to conserve battery life 
© M1913 Pic Rail Mount - Fits most MIL-SPEC pic rails 


9 Large function buttons for brightness settings 


FUNCTION © Recessed optic lens for increased durability 
ADJUSTABLE | WINDAGE & 9 Low profile pic rail mount included 
ELEVATION 
9 Rubber sight cover included 
amem CONSTRUCTION AECE FUNCTION 


SPAI "О 


IPX7 | WATERPROOF AAC йо? 2 35р; 


TOP ACCESS | BATTERY LOCATION “« >< 


CRIMSON *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
IFETIME WARRANTY* 
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BUTTONS FOR 
BRIGHTNESS SETTINGS 


LOW PROFILE PIC RAIL 
MOUNT INCLUDED 


OPEN REFLEX SIGHTS | 


INNOVATIVE TOP STRAP DESIGN 


E Y DEFLECTS FORCE IF SIGHT IS DROPPED 
Er AD) MAX pro 


SKU #: 01-01990 UPC: 850013143689 
(1) CR2032 battery included 


MI PIC RAIL ER, 9 CT MOTION” Sensor - Detects movement of the 


3 MOA RED | DOT firearm and automatically turns the reflex sight on. 
50,000 HOURS | RUNTIME Sight powers off after 2 minutes of being stationary 
YES | CT RADIANT™ 0 CT RADIANT™ ambient light sensor - The ambient 
SENSOR light sensor automatically adjusts the aiming dot’s 
brightness to the surrounding lighting condition 
YES | CT MOTION™ | | : 
SENSOR © Auto Shutoff Function - Sight automatically shuts 
ADJUSTABLE | WINDAGE & off after 8 consecutive hours of operation to 
ELEVATION conserve battery life 
AEROSPACE | CONSTRUCTION 9 Manual ON/OFF function to conserve battery life FOR ARIGATNESS SETTINGS 
ALUMINUM 9 M1913 Pic Rail Mount - Fits most MIL-SPEC pic rails 
IPX7 | WATERPROOF 9 Recessed optic lens for increased durability 
TOP ACCESS | BATTERY LOCATION © M1913 low rise and high rise pic rail mount included 
© Rubber sight cover included 


CO-WITNESS HEIGHT PIC 
RAIL MOUNT INCLUDED 


ui "T "T CRIMSON 
АЛЕ MOL WPs )5р ©РАТЗ:(т) mare wm 


AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
ALUMNO “ARI VISIT CRIMSONTRACE.COM/WARRANTY 


E : 
TF? AL Low PROFILE PIC RAIL MOUNT 


SKU #: 01-3000076 UPC: 850013143986 


M1913 PIC RAIL | FIT © Mount attaches to a MIL-SPEC pic rail 

© CT RAD" footprint plate (fits Docter?) 

© Works with the CT RAD" and CT RAD" Pro 
9 Low profile 


LOW PROFILE | HEIGHT 
CT RAD" | FOOTPRINT 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


E 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


G " 
TF AD) FULL CO-WITNESS MOUNT 


SKU #: 01-00350 UPC: 850002469998 


M1913 PIC RAIL | FIT © Mount attaches to a MIL-SPEC pic rail 
9 CT RAD" footprint plate (fits Docter?) 
© Works with the CT RAD" and CT RAD" Pro 


9 Full co-witness profile for 
AEROSPACE | CONSTRUCTION use with backup sights 
ALUMINUM 


Е 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


0.87" 
FULL CO-WITNESS | HEIGHT 
CT RAD" | FOOTPRINT 


CRIMSONTRACE.COM ©2022 CRIMSON TRACE CORPORATION 93 


M 


TRAD MAX FULL CO-WITNESS MOUNT | э 


L 
SKU #: 01-00370 UPC: 850013143016 


“е 


UNIVERSAL PIC RAIL | FIT 9 Mount attaches to a MIL-SPEC pic rail p 
© CT RAD" MAX footprint 


0.87" 
FULL CO-WITNESS | HEIGHT 


© Works with CT RAD" MAX and 
CT RAD" MAX | FOOTPRINT CT RAD" MAX Pro L^. 
AEROSPACE | CONSTRUCTION о Full co-witness profile for 
ALUMINUM use with backup sights 


(ARIES ON 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


MICRO POLYMER RED DOT - CTS-1550 кы шо 


SKU #: 01-01960 UPC: 850013143757 


| INTEGRATED REAR SIGHT NOTCH 
© (1) CR2032 battery included 
CT micro" FOOTPRINT | FIT © CT RADIANT " ambient light sensor - 
3 MOA RED | DOT The ambient light sensor automatically 


adjusts the aiming dot's brightness to 
20,000 HOURS RUNTIME the surrounding lighting conditions 
YES | CT RADIANT" 


SENSOR © CT micro" Mounting Pattern - Fits most. 
compact handguns and is compatible with 
ADJUSTABLE | WINDAGE & Shield RMS? and JPoint? footprints 
ELEVATION 


9 Integrated rear sight cut into the base of the 
POLYMER | CONSTRUCTION CT RAD" micro for use with front iron sight 


IPX4 | WATER RESISTANT 9 Recessed optic lens for increased durability 
BOTTOM ACCESS | BATTERY LOCATION © Rubber sight cover included 


Шы. a. CRIMSON 
ot ISPX OPATS: (5) E 


AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


CARI VISIT CRIMSONTRACE.COM/WARRANTY 
RED DOT - CTS-1250 © (1) CR1632 battery included 
SKU #: 01-00560 UPC: 850013143405 9 Auto Shutoff Function - Sight automatically 
shuts off after 10 consecutive hours of 
CT RAD" FOOTPRINT | FIT operation to conserve battery life 
3.25 MOA RED | DOT o Manual ON/OFF function to conserve battery life 
20,000 HOURS | RUNTIME © CT RAD" Mounting Pattern - Fits most full size 
handguns and is compatible with the 
YES | AUTO SHUTOFF a footprint р FUNCTION BUTTONS FOR 
FUNCTION BECEESED BRIGHTNESS SETTINGS 
ADJUSTABLE | WINDAGE & 9 10 brightness settings: 7 daylight, 3 "night vision DE 
ELEVATION © Side function buttons for brightness adjustment 
AEROSPACE | CONSTRUCTION © Recessed optic lens for increased durability 
ALUMINUM 


9 Rubber sight cover included 
IPX7 | WATERPROOF 


TOP ACCESS | BATTERY LOCATION 


d. 2 UM o, ws PRO MS CKPRO, CRIMSON 
2^ v 2 3 2 x © PATS: tr p WARRANTY* 
AAL MOL PO LA AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


>” CURR VISIT CRIMSONTRACE.COM/WARRANTY 
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CLOSED RED DOT - CTS-25 
SKU 3t: 01-02030 UPC: 850013143740 
M1913 PIC RAIL | FIT © (1) CR2032 battery included 
4 MOA RED | RETICLE 9 Fully multi-coated lens for optical clarity 
200 HOURS | RUNTIME © 7 brightness settings 
ADJUSTABLE | WINDAGE & 9 Auto Shutoff Function - Sight automatically shuts 
ELEVATION off after 1 consecutive hour of operation to 
AEROSPACE | CONSTRUCTION conserve battery life 
ALUMINUM © Manual ON/OFF function to conserve battery life 
IPX4 | WATER RESISTANT © Removable absolute co-witness 
pic rail mount included RECESSED TEMPERED 
SIDE ACCESS ! BATTERY LOCATION . GLASS LENS 
© Top mounted brightness buttons 
© Recessed optic lens for increased durability 
© Rubber sight cover included 
CAPPED WINDAGE AND 
ELEVATION ADJUSTMENTS 
p Qo. um Qo. ORO. CRIMSON 
А AC Moc EA Q PATS: ( tr ) p WARRANTY* 
AOB.COM/PATENTS *FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
Kun CLARO VISIT CRIMSONTRACE.COM/WARRANTY 
CLOSED RED DOT - CTS-1000 FUNCTION BUTTONS FOR 


SKU #: 01-8420 


M1913 PIC RAIL 
2 MOA RED 
20,000 HOURS 
ADJUSTABLE 


AEROSPACE 
ALUMINUM 


IPX7 


SIDE ACCESS 


ge Sp. 


ÁAE MOL NPs "SP. NP 


ALUMNO CARI 


UPC: 850002469035 


FIT 
RETICLE 
RUNTIME 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


WATERPROOF 
BATTERY LOCATION 


wok PRO, Je PRO», A 


O (1) CR2032 battery included 
9 Fully multi-coated lens for optical clarity 
9 10 brightness settings 


© Auto Shutoff Function - Sight automatically shuts 
off after 8 consecutive hours of operation to 
conserve battery life 


© Manual ON/OFF function to conserve battery life 


© Absolute co-witness QD (Quick Disconnect) 
pic rail mount included 


© Top mounted brightness buttons 


А | us RECESSED TEMPERED 
© Recessed optic lens for increased durability GLASS LENS 
© Rubber sight cover included 
OGEN Še 
AOB.COM/PATENTS PATENTS IFETIME WARRANTY" 
*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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3.5x BATTLESIGHT - CTS-1100 


UPC: 850002469042 


SKU #: 01-8430 


M1913 PIC RAIL 
3.5 FIXED POWER 
10,000 HOURS 
ADJUSTABLE 


AEROSPACE 
ALUMINUM 


IPX7 


TOP ACCESS | 


FIT 
MAGNIFICATION 
RUNTIME 


WINDAGE & 
ELEVATION 


CONSTRUCTION 


WATERPROOF 
BATTERY LOCATION 


O (1) CR2032 battery included 
© 10 brightness settings 


o 30mm objective lens 
© Adjustable diopter 


© 3” eye relief 


© Absolute co-witness integrated pic rail mount 
© Large side-mounted power and brightness buttons 


© Recessed optic lens for increased durability 


SPACE c, MUM 
oom S Op, 
< Xe m a 


ALUMINON CURR 


A RP, 
ES JEY 


5 2 
(o. Yo 
ERSION 97 


CLOSED REFLEX SIGHTS 


SOSEN r CAPPED 

3 E o zx 
OPATS: (Er) CRIMSON 

AOB.COM/PATENTS eT 


*FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


3-9x40mm RIMFIRE 


SKU #: 01-01580 UPC: 810048570034 


2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
14.1 0z | WEIGHT 


= 


А в с 0 Е F G H 
1214" 1,52” 1.92" 3.31" 2.07” 1.91" 5.20" 142" 


‚GEN Pu, 
S = 
7 


oPATS:(@) ar MOL ÉDG inp: )SPX NP 


ALUMNO CARI SS ION em 
m Cn, پک‎ CAPPED ЖО, ud NG, L04, lo, Es Plg, ETI M E 
IN FR L... IN 
= 7, NTY 
(Т) ЈА = ws FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
2 
b d `|X= Qa ` VISIT CRIMSONTRACE.COM/WARRANTY 


URREN? URREN? 


CT BDC RIMFIRE RETICLE 


3-9x40mm 


SKU #: 01-01550 UPC: 810048570003 


2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A B C D E F G H 
1213" 1.81" 1.92" 3.32" 2.07" 1.90" 5.22" 1.42" 


PAs: ZAF MOL Epis inp: )SPX NP 


SS CARO ION ie 
pu CR 4S RES, а 0 «OCAL py 4 ETI M E 
[5 o SS < 
NC € SN MN NIV 
Г I = —Hn FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
мы” “7 м A VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? PURRET? ESS TUS 
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CT BDC RETICLE 
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M 


4-12x40mm RIMFIRE 


SKU #: 01-01590 UPC: 810048570041 


CT BDC RIMFIRE RETICLE 


2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A B [4 D E F G H 
1213" 1.81" 1.92” 3.32” 2.07" 190" 522" 142" 


ACE UM ARA L AERPA, OCKPR OGEN Py, 
EU SOS ISA noo, RON sx (c. 
FN m 2 P 9 2 ZT 


OPATS:(er) AAC MOL EDG ANP» XSP 
мы” pT 


— s 4 23 ` 
ALUMINO“ CORRS ES 

SPACE Cp, CAPPED RO RES, ANG-LO4, QCAL Py 
ZN 4 EN FN N ETIME 

E ë <=» en 
I — <= NTY 

y) = — 
` FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
x =D 
` UA Мм “У VISIT CRIMSONTRACE.COM/WARRANTY 
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4-12x40mm CT BDC RETICLE 


SKU #: 01-01560 UPC: 810048570010 


2nd | FOCAL PLANE 
1" | TUBE DIAMETER 


4" | EYE RELIEF 
AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A B с D E F G H 
13.89" 1.52" 1.92" 3.31" 2.08" 245" 58" 142" 


SPACE c; UM ARA L XERPA, KPR, OGEN Pu, 


ален) AAC MOL EDG ANP» YSPX NP 


Se 


= we, CAPPED AGO REse. E uen o, P- ГЛ A ETIME 
£ 77 ` 4 i, ~ > Pan ` 


2/ = — — FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= м2 
> б? ^ `= VISIT CRIMSONTRACE.COM/WARRANTY 


TUBE? PURRET? PURRET? CESS TUR 
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3-9x50mm 


SKU #: 01-01570 


2nd 


AEROSPACE 
ALUMINUM 


IPX7 
20.4 oz 


OPATS: 


AOB.COM/PATENTS ° 


| WEIGHT 


BRUSH INE 


UPC: 810048570027 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 


д 8 C W» E к o и 
1243" 1.81" 27" 334" 230" 213" 543" 187" 
PACE UM RA ERP) CKP; GEN P, 
Ey o. E o. dO, SR, ERC. SF Rs, 
_ 5 A Е 
MSN CARI och Ñ tr ) 
кога CR CAPPED «0 RES. Куз ие) 10, «OCAL E, 
NC FR FR oN IFETIME 
- WARRANTY 
> - 2 zo FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
Dx ттт тта RE TS VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


2-7x32mm RIMFIRE 


SKU #: 01-01290 


2nd 
1" 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
13.6 oz 


OPATS:(r) AAT 


UPC: 810048570195 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


A B с D E F G H 
1.34" 1.81" 1.61" 3.23" 237" 2.02" 548" 1m" 


Lon, NN 


p Cn پک‎ pth go oA 
PNM SNe CN 


MOC EDG HIPO LA 


SEN PUR 


NP 
М2 


40мм“ CLARÍN SS JON e 
PET CAPPED 39 sd NEE «ОСАД 
YX AN IN FNS LI 
= 0 = = 
PA 
= S, „= > 
м. `` AV Qa “У 
TUBE URREÎ UnRES ESS TU 


CKPR 5 
eo, sx 


CT BDC RIMFIRE RETICLE 


ETIME 


NTY 


FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


2-7x32mm 


SKU #: 01-01440 


2nd 
T" 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
13.6 oz 


OPATS: 


AOB.COM/PATENTS 


UPC: 810048570126 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 

CONSTRUCTION 


WATERPROOF 
WEIGHT 
B 
A B с D E F G H 
1.34" 1.81" 1.61" 3.23" 237" 2.02" 548" 11" 
SE Ko, SER o ps Loy SER ot PRo, On SF ч 
ALUMINO“ улт! -— б? 
кеч lese, SS ES 
ly, 
GNX ge GFN CNX 
O = = 
м ase “У 
TUBE? PURREN? S TUS 


CRIMSONTRACE.COM 


CT BDC PRO RETICLE 


ETIME 
NTY 


FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


3-9x50mm 


SKU #: 01-01480 


2nd 
1” 
3.5" 


AEROSPACE 
ALUMINUM 


IPX7 
17.6 oz 


OPATS: 


AOB.COM/PATENTS 


UPC: 810048570140 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


SPACE CA MUM 


کی 


FR FR 
AAC MOL EDG С; SPX NP 


ALUMNO“ UARAN 


SPACE Rag 


@ 


@ ds 


EN < 


< 


CAL p, 
IN ETIME 
NTY 
= FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
REZ VISIT CRIMSONTRACE.COM/WARRANTY 


3-9x40mm 


SKU #: 01-01450 


2nd 
1” 
4” 


AEROSPACE 
ALUMINUM 


IPX7 
15 oz 


OPATS:(r) AAL 


UPC: 810048570232 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


1218" 1.81" 


pc Qn. Em 


EN р 
y 2800. SD Ke, 


МОЁ EDG inp: SPX NP 


CT BDC PRO RETICLE 


CT PLEX RETICLE 


Атты CUARTOS 
SPACE Gp CAPPED 4S9 RES, 6-04 «OCAL PL 
(T) > ^ Toms => IN ETIME 
I NTY 
Ad 
== ЈА CZ FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
== 3 = 
m A A” Ze мы VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


3-9x40mm 


SKU #: 01-01460 UPC: 810048570133 


CT BDC PRO RETICLE 


2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
15.2 oz | WEIGHT 


A B с 0 Е F G H 
1212" 1.81" 1.92" 3.17" 234" 2,02" 547" 142" 


SEN BUR 


poc DER, 3 o HA SER HL + 
UM о 7 


opats:(@) AAC MOL EDG WP» JSP« NP 


ALUMNO CORPER “7 = 
p Ko, CAPPED ES BESO p 104 m. = Dy du. ETIME 
r 7, — NTY 
FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


y) т xs 
= 
“2 мы” ni ll мы” VISIT CRIMSONTRACE.COM/WARRANTY 


TUBES URREN? URREN? 


CT BDC SLUGGER RETICLE 


3-9x40mm SHOTGUN 


SKU #: 01-01680 UPC: 810048570256 


2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
5” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
13.8 oz | WEIGHT 


A B с 0 Е F G H 
1.17" 181" 1.92" 3,36" 173" 173" 479" 142" 


‚EN 
Pn WEN C demo JE ср ES 
Fr ; 


SPATS) AAC MOC Ерб ИР» )SP( NP 


ALUMNO CARI E. e 
SPACE ç; CAPPED RO RES, NG-LO, OCALA, 
FS ЖА XR PL S ETIME 
” @, = NTY 
= O, р = ==> FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
b d `Z (o, iP, `Z VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? 156 7URREW? ko «© 
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M 


3-9x40mm MUZZLELOADER 


UPC: 810048570201 


SKU #: 01-01540 
2nd 


AEROSPACE 
ALUMINUM 


IPX7 
13.8 oz 


OPATS: (Er) 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 

CONSTRUCTION 


WATERPROOF 
WEIGHT 


pos A ID o TN 


с D E F G H 
192" 3.32" 1.76" 175" 477" 142" 


IRALL JERPR CKPR GEN PY, 
«E Ол, Ке Co. Ex AO FRE 


Даў Mor Kol; ЙБ) E NP 


Атты 


% 
> 5 
Rn OF 


ORES, о-о, OCALA, 
FR X IS ETIME 
7, = == NTY 
= 
y) = — FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
y A 2 xk 4 VISIT CRIMSONTRACE.COM/WARRANTY 
PURREN? "LESS Tue 


3-9x40mm PREDATOR 


SKU #: 01-01520 


2nd 
1” 
4” 


AEROSPACE 
ALUMINUM 


IPX7 
15 oz 


© PATS: (Er 


UPC: 810048570171 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


SPACE c, 
E XK, 


AOB.COM/PATENTS 


KO: 
ALUMINO“ CLARO PERSON 


SPACE co CAPPED 
(T) ) Pam" 
T — 
== 
7 TUBES bd 


E F G H 
192" 1.22" 2433" 2.01" 547" 142" 


RA ERP) CKP, GEN Py, 
¿O SR 95600, IR 


š E ma TN 
AAC МОГ ÉD& WP» )SPX NP 


e 
«99. RES. NELO, 10, ОСА. Peg 
ZN کے‎ TX ETIME 
mmm — NTY 
y) H М7 FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


VISIT CRIMSONTRACE.COM/WARRANTY 


106 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


CT BDC MUZZLELOADER RETICLE 


CT BDC PREDATOR RETICLE 


M 


3-9x40mm 350 LEGEND 


SKU #: 01-01220 


2nd 
1” 
4” 


AEROSPACE 
ALUMINUM 


IPX7 
15 oz 


OPATS: 


(tr ) 
AOB.COM/PATENTS 


CT BDC 350 LEGEND RETICLE 
UPC: 810048570270 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


D G н 
A в с D E F с н 
1215" 1.81" 1.92" 322" 218" 2.01" 540" 142" 
= бе, AM BA Lo, SERRO. КОШУ ко 
a Sa © Y ES a) KE « МР am 
ALUMNO“ AR I SION © 
PACE PPE, ORE G-LO, «ОСА Б 
PS ЖА A y Pod ETIME 
m 1 NTY 
= — 
mM О, _ © = NAS FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
ыг > => y `. y N u VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? "URREA? TURRES? Ro A 


4-12x40mm 


SKU #: 01-01500 


2nd 


AEROSPACE 
ALUMINUM 


IPX7 
15.5 oz 


OPATS: 


AOB.COM/PATENTS 


CT BDC PRO RETICLE 


UPC: 810048570157 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


A B C D E F G H 
13.81" 1.81" 1.92" 3.22" 2.13" 251" 5.91" 1.42" 
PACI RA ER CK 
F `S RR D wy melon D 2500. SF ч 
4, S < d 
CUMIN CARI jon O 
к Gag, 4&9 RE. Sex NELO lo, «OCAL Plg, ETI M E 
Sm پڪ‎ 
GN u. 7N IN ln 
y) = CZ FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
“27 DH ЭУ VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? 1159 URET 
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M 


4-12x40mm 


SKU #: 01-01490 


CT PLEX RETICLE 


UPC: 810048570249 


2nd | FOCAL PLANE 
1" | TUBE DIAMETER 
4" | EYE RELIEF 
AEROSPACE | CONSTRUCTION 
ALUMINUM 
IPX7 | WATERPROOF 
15.5 oz | WEIGHT 
B 
A B с D E F G H 
13.85" 1.81" 1.92" 321" 2.15" 2.50 5.94" 142" 
pou TR J M Qo, A Loy, ws ERO, a Roo, SF ч, 
©PATS:(G 
ОРАТ: (^r ) AAC MOC EDG HIPO ELA NP 
ALUMNO CARO E. N e 
T 
. ===: 
== = == FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
— v = @ . E 28 XA VISIT CRIMSONTRACE.COM/WARRANTY 


4-12x40mm PREDATOR CT BDC PREDATOR RETICLE 


SKU #: 01-01530 UPC: 810048570188 


2nd 
1" 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
15.5 oz 


OPATS: (Er 


AOB.COM/PATENTS 


108 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


A B 


13.84" 


pu 


g 


CR, TR 


Änt MOL ЁрЬ P. WP» SP 


ALUMNO“ 
PACE 
SPACE Cp, 


Sow 


"m 


TUBE? 


FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


181" 1.92" 3.21" 2435" 2.50" 5.95" 1.42" 


CARI 


FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


M 


2.5-10x42mm 


SKU #: 01-01370 UPC: 810048570072 


CT BDC PRO RETICLE 


2nd | FOCAL PLANE 
1" | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.6 oz | WEIGHT 


A B с D E F G H 
12.32" 1.81" 1.98" 3.28" 2.06" 234" 5.54" 148" 


pou CR NUM ARA Lo, SERPRO, OCKPRO, OGEN Рур 
ашы SIR © u wy On D» On am 


ОРАТ5:(Ж) AAC MOL EDG INP XSP% NP 


ALUMNO CARO I N e 
OSPALE бу, CAPPED РО ЕСУ. ws 104, OCALA) 
(T) > Z^ TN 22% е ЕТІМЕ 
I NTY 
== 
= 
= y) k FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
== = 
>— b d SZ м “ҚУ VISIT CRIMSONTRACE.COM/WARRANTY 


2.5-10x42mm CT PLEX RETICLE 


SKU #: 01-01380 UPC: 810048570225 


2nd | FOCAL PLANE 
1" | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.6 oz | WEIGHT 


A B с D E F G H 
12.28" 1.81" 1.98" 3.27" 2.09" 236" 5.54" 148" 


РАС RA ER CKP; EN р 
P. TR RR D wy 0o. o Ss Е ч, 
ЭРАТ5:( AAC MOC EDG HIPO A NP 
AOB.COM/PATENTS ГА 
Атты CURR De > wa 
SPACE c CAPPED «RO REs, 0-04 ОСА. P1 
Fr AN EN FR INe ETIME 
š = 7, == <= NTY 
y) = nN, FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= С] 
O, 
w bor d SZ MS - i “У VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


3-12x42mm 


CT BDC PRO RETICLE 


SKU #: 01-01390 UPC: 810048570089 
2nd | FOCAL PLANE 
1” | TUBE DIAMETER 
4” | EYE RELIEF 
AEROSPACE | CONSTRUCTION 
ALUMINUM 
IPX7 | WATERPROOF 
18.7 oz | WEIGHT 
B 
c D E F G H 
12.86” 1.81" 1.98" 3.26" 230" 2.33" 5.75" 148" 
ons) Zar A P Sm £2 Qu 
AOB.COMPATENTS AAC MOL EDG inp: T NP 
ALUMNO CARY E SION “У 
Р omc CAPPED Z BESO p =% . os A ETIN M E 
] = pug ee quem FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
w хе ds м2 VISIT CRIMSONTRACE.COM/WARRANTY 


2.5-8x28mm PISTOL 


SKU #: 01-01600 
2nd 


AEROSPACE 
ALUMINUM 


IPX7 
11.6 oz 


UPC: 810048570164 


FOCAL PLANE 
TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


A B 
9.51" 1.81" 


CT BDC PRO RETICLE 


0 Е F G H 
1.39" 348" 1.38" 1.83" 443" 0.89" 


IR CA MUM شق‎ Loy, ws ERoo, y BROO, FR 
OPATS: (Er AAC МОЁ EDG HIPO JA М Мр 
AOB.COM/PATENTS ` y 
ALUMINO“ CAR E ТО e 
КАУ CAPPED АО ВЕ. WOO) SOCAL Peg 
Ела: IN AN S ING ETIME 
Q = @ y = = 
= I k= FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= © = 
et A SZ le мы” VISIT CRIMSONTRACE.COM/WARRANTY 


110 FOR DETAILED INFORMATION ON TERMS SEEN ABOVE REFERENCE THE CRIMSON TRACE? DEFINITION 


WNIVE 
ot Rs 


е, 


AWARD 


4-16x42mm 


SKU #: 01-01400 


AMERICAN RIFLEMAN 


GOLDEN 


CT BDC PRO RETICLE 


UPC: 810048570096 


2nd | FOCAL PLANE 
VES | PARALLAX 
SIDE FOCUS 
1” | TUBE DIAMETER 
4” | EYE RELIEF 
AEROSPACE | CONSTRUCTION в 
ALUMINUM 
IPX7 | WATERPROOF 
18.9 oz | WEIGHT 
в с D E F с н 
SPACE с, 
ОРАТ: (Er 
AOB.COM/PATENTS AAC MOC 
MIN! 
FX FS ETIME 
— 0 NTY 
sy (1 = y) , > FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
NE w bo d МС м мы" VISIT CRIMSONTRACE.COM/WARRANTY 
4-16x50mm CT BDC PRO RETICLE 
SKU #: 01-01420 UPC: 810048570102 
2nd | FOCAL PLANE 
YES | PARALLAX 
SIDE FOCUS 
1” | TUBE DIAMETER 
4” | EYE RELIEF 
AEROSPACE | CONSTRUCTION 
ALUMINUM 
IPX7 | WATERPROOF 
19.2 oz | WEIGHT 


орАТ:() AAC MOL 


A в с 0 Е F G H 
14.51" 1.81" 2.37" 3.28" 2.11" 2.33" 5.75" 1.87" 
РАСЕ UM RAL ERPR, CK PR, ‚GEN Pu, 
> o > x, PA a 20% ur FR 
< to es^ эмы” ы, 
uui CLARY PERSON O^ 
ALL SPACE с, PPE, ORE: NC-LO, CAL p, 
ELLA кф REO SRORES 040, «o AL Py 
LN EN ZN Ne GC ETIME 
r 7, — m. Y NTY 
"A = 2 = М FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= q em 
XA & VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


6-24x50mm 


SKU #: 01-01430 


2nd 
YES 


4” 


AEROSPACE 
ALUMINUM 


IPX7 
20.5 oz 


OPATS: (Er 


AOB.COM/PATENTS 


CT BDC PRO RETICLE 
UPC: 810048570119 


FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


A B c D E F G H 
1525" 1.81" 2.37" 3.27" 211" 2.35" 5.74" 187" 


RPR, CKPR, GEN Py, 
0 o SR 
> ZW FN 


АСЕ UM A 


AAC MOL EDG WP» )SPX NP 


E NS NS A 


ALUMNO ARV VERSION O 
ALL SPACE с, APPE, ORE NG-LO, OCALA, 
9% Ar К; Ro, a D «ROSE Se QN Ар) < d 
IN GaN IN AN SNE IN ETIME 
Paw " = 7 -— A NTY 
wT І O, = NY FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= AN 
el ` Yw pu. o У VISIT CRIMSONTRACE.COM/ WARRANTY 
OREO” TUBE? PURREN? 7URRES? Use al / 


3-12x42mm, 30mm TUBE 


SKU #: 01-01300 


2nd 
YES 


30mm 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
19.4 oz 


OPATS: (Er 


AOB.COM/PATENTS 


CT BDC PRO RETICLE 


UPC: 810048570058 


FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


А B с D E F G H 
12.98” 1.81" 1.98" 3.27" 2.08 2.32” 5.85" 1.39" 


SPACE ç, MUM ARA Lo AERPR, QCKPRo, OGEN Py, 
sS. < N Qo ch Y " 00, x On. К> Re 
P A ED STR 2 ZT 


AAC MOL EDG HIPO LA NP 


5 2 
e ~ 
ом O 


ALUMNO CLARO 
RALLY SPACE су, CAPPED QOREs, NC-LO4, QCAL py 
ÁN CS EN P X XN ETIME 
=> 7, ==> IN NTY 


FOR COMPLETE WARRANTY TERMS AND CONDITIONS 


АЕ 
ws Vw 
> x= Iz LA QA NS VISITCRIMSONTRACE.COM/WARRANTY 
m 


URREN? 
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M 


3-12x42mm, 


SKU #: 01-01310 
2nd 
YES 


30mm 
4” 


AEROSPACE 
ALUMINUM 


1РХ7 
19.4 oz 


© PATS: (Er 


AOB.COM/PATENTS 


30mm TUBE CT PLEX RETICLE 


UPC: 810048570218 
FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 


o 
a 
т 


А в с D E F с H 
12.94" 1.81" 1.98" 3.27" 2.08" 2.31" 5.82" 1,39" 
SPACE Co MUM o, ARA Lo SERPRO, QCKPRo, SEN Pus, 
N. te^ A x AI, A 
Kuu CLARY PERSON O^ 
SUR Y N23 ER, CAPPED go RESe, WELO, lo, ¢QCAL Py 7 
ro Ж LS IN > 4 SNS TINY ETIME 
Pas M = 7, = peas NTY 
чь” M 7 = FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
= A 
NF AZ NA м мы NI 
b 2» VISIT CRIMSONTRACE.COM/WARRANTY 
азы ku 159 7URRES? CESS TUS 


4-16x50mm, 30mm TUBE 


SKU #: 01-01340 
2nd 


YES 


30mm 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
23 oz 


OPATS: (Er 


AOB.COM/PATENTS 


CT BDC PRO RETICLE 


UPC: 810048570065 
FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 
B 
H 
A B C D E F с H 
14.53" 181" 2.38" 326" 230" 223" 570" 179" 
SPACE Co. MUM o ARA Lo, SERPRO, QEKPRO, LEN PUR: 
Fi FR PL m Жу چاو‎ 


AAC MOC Ерб WP» SP 


E NS МУ NA 


% 
o» 
“адом © 


Ашты CURR 

pRALLA SSPALE со CAPPED «RO RES, WELO «CAL P, 
FIR TA EN X ZN ETIME 
— M EO 7, = E am 8 NTY 

` M = y) = nz FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
мМ — bo d NIAS wS VISIT CRIMSONTRACE.COM 
2 /WARRANTY 

ORTON IE TORRES? nt “CESS TUS 
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4-16x50mm 6.5 CREEDMOOR 


SKU #: 01-3000000 


2nd 
1" 
YES 


4" 


AEROSPACE 
ALUMINUM 


IPX7 
19.02 oz 


OPATS: (Er) 


AOB.COM/PATENTS ' 


UPC: 850013143993 


FOCAL PLANE 
TUBE DIAMETER 


PARALLAX 
SIDE FOCUS 


EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 
B 
SE, ge Qo, 


ALUMINO“ 


SPACE со 
S, 


BRUSH INE Pro 


A B 


14.51" 1.81" 2.37" 3.28" 


RA 
Fr 


с 


Pj 
SR. 


F 


с н 


2.11" 233" 5.75" 187" 


«94600, 


oA, 


ORTON 


ОСЕМ PUp 
< `2 


SSR 
S PAS 


Ж) 
ZAFETIME 


WARRANTY 


FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
VISIT CRIMSONTRACE.COM/WARRANTY 


RINE 


CL X 


3-9x40mm CT MR1-MOA RETICLE 


SKU #: 01-01200 UPC: 810048570355 


2nd | FOCAL PLANE 


1" | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
15.2 oz | WEIGHT 


H 


A B с D E F G H 
12.15” 1.81" 1.93" 3.21" 237" 2.04" 5.46” 143" 


Pm Du Du JA у= FR 


OPATS:(z) AAC MOL EDG WR% ELA NP 


Атты CLARO o N e 
К SPACE со > POSE) ROBESE NELO, 10, «ОСА py 7 
NC PS mS FN GN ETIME 
= — 
ТТ O, Y = NA FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
© VISIT CRIMSONTRACE.COM/WARRANTY 
SY’ м М 
3-9x40mm CARBINE CT BDC .223/5.56 RETICLE 
ar aaah tt A Lm 


SKU #: 01-01240 UPC: 810048570287 
2nd | FOCAL PLANE 


1" | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
15.2 oz | WEIGHT 


A B с D E F G H 
12.15" 1.81" 1.92" 3.24" 2432” 2.03" 542" 142" 


d TR J RN «ВА Loy, „a Roo. oss ERO. SF ч, 
АОВ.СОМ/РАТЕМТ5 ATS: (ег, AAC Moc EDG ИР; 0 "SP. ( NP 
Ашты CAR E. ON e 
SPACE со POSE) ed RE. Se, NC-LO4, 10, «OCAL P; 
©з ES EN eS dg ETIME 
T 7, = I NTY 
m 
ШШ 2/ m — bu FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
мы b d b LA 4 aß “У VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? TURREX? 7URREN? "LESS a 
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M 


2-7x32mm BLACKOUT 


SKU #: 01-01260 UPC: 810048570324 


CT BDC BLACKOUT RETICLE 


2nd | FOCAL PLANE 


1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
13.6 oz | WEIGHT 


A B с 0 Е F G H 
1.30" 1.81" 161" 3.24" 2.14" 2.03" 546" 111" 


ОСЕМ PUp A 


а ÁAE MOL ЁрЁ inp: 5р; NP 


Ятт CARI Im N б? “У 

ASS POSED «АО RES». ELO OCALA, 

* «к EN ZN m ANC ETIME 
" ===> 7, EDER NTY 
I — Lay 

( ) Im 5 = — FOR COMPLETE WARRANTY TERMS AND CONDITIONS 

` b d b ES 4 М2 “У VISIT CRIMSONTRACE.COM/WARRANTY 
7” TUBES TURRE? TURREN? “LESS TU 


CT MILDOT RETICLE 


4-12x40mm 


SKU #: 01-01510 UPC: 810048570331 


2nd | FOCAL PLANE 


1” | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A B с 0 Е Е G H 
13.85" 1.81" 1.92" 3.21" 2.15" 2.51" 5.92" 1.42" 


SF u, SAR, «Баз Loy, wk PRO. کور‎ RRO SE 
oPATS:(0) AAC MOL EDG ИР; A NP 
AOB.COM/PATENTS 0 » Ç N 
mr d It M. 
о ВЕсу. Ке CALA) 
IN X N ETIME 
0 = ser NTY 
[ Jj 
= = FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
м2 Le “У VISIT CRIMSONTRACE.COM/WARRANTY 
RRE SS 
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M 


4-12x40mm 


SKU #: 01-01250 UPC: 810048570294 


CT BDC .223/5.56 RETICLE 


2nd | FOCAL PLANE 


1” | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A B [4 D E F G H 
13.85" 1.81" 1.92" 3.21" 246" 252" 5.93" 142” 


FX d u go ER Gg 
© PATS: (tr 
sco” ДАС ОЁ EDG HIPO LA NP 
ALUMNO CLARITY Im N A 
SR, AS Z= Ese, as =, ш ETIME 
== = کے‎ 
(7) m I € bu FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
w bord SZ Qe ` VISIT CRIMSONTRACE.COM/WARRANTY 
4-12x40mm LONG RANGE CT BDC LONG RANGE RETICLE 


SKU #: 01-01270 UPC: 810048570317 
2nd | FOCAL PLANE 


1" | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF 
16.2 oz | WEIGHT 


A 8 t€ € к кб и 
1.85" 1.81" 1.92" 320" 215" 252" 594" 142" 
P со o, g Qo, «ДВА Loy SER 20 Д SF чс, 
OPATS:(r) AAC MOL EDG WP% LA М МВ 
AOB.COM/PATENTS 
AN CER E ON б” 
SPACE Go POSE QO RES NER OCALA, 
ES o, ASSREse, a A SL 
o E 
>P X Re S ETIME 
r = = ан 
m 2/ E = Lo A FOR COMPLETE WARRANTY TERMS AND CONDITIONS 
PE. > `. 2 "e. I VISIT CRIMSONTRACE.COM/WARRANTY 
TUBE? PURRET? 7URREW? URETS 
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4-16x42mm 


SKU #: 01-01410 


2nd 
YES 


4" 


AEROSPACE 
ALUMINUM 


IPX7 
18.9 oz 


OPATS: (Er 


AOB.COM/PATENTS 


CT MR1-MOA RETICLE 


UPC: 810048570362 
FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 
A B c D E F G H 
13.34" 1.81" 1.98" 3.29" 230" 2.34" 5.75" 148" 
ко Се, УУМ o, 0, ARA Lo WERPAO, 0 wo CK PRO 0 Rol pue 
AAC MOL EDE WP: у Ў NP 
Э Ns i P G `. ` ` 
MILLS CLARY Ron O^ 
pRALL 4 SPACE co CAPPED «АО RES NC,LO4,, «CAL py 

> DT IN ES ES u ETIME 

a Г => 7, === Гат NTY 

ч” = 0, = DER em FOR COMPLETE WARRANTY TERMS AND CONDITIONS 

== X 
XA © Lo VISIT CRIMSONTRACE.COM/WARRANTY 


3-12x42mm, 30mm TUBE 


SKU #: 01-01160 
2nd 
YES 


30mm 
4" 


AEROSPACE 
ALUMINUM 


IPX7 
20 oz 


OPATS: 


(Er ) 
AOB.COM/PATENTS 


CT MR1-MOA RETICLE 


UPC: 810048570348 
FOCAL PLANE 


PARALLAX 
SIDE FOCUS 


TUBE DIAMETER 
EYE RELIEF 
CONSTRUCTION 


WATERPROOF 
WEIGHT 
B 
D G H 
A B € 0 E F G H 
12.93" 1.81" 1.98" 3.33" 2.02" 2.86" 6.27" 139" 
NUR IMUM оо IRA Lo, БУЕАРЕО,, „OCKERo, OMA 
SNe FN FN FN УУ AA 


AAC MOL ЁрЁ 


MI CARY Ron O^ 
ALL SPACE G; POSE, RO RES, NG-LO, QCAL p, 

oak S ۸ © 0 < €, Mm < kg 
ANM CX FS EN X Oo ETIME 

Pas M = 7, — 
bw м IE М7 FOR COMPLETE WARRANTY TERMS AND CONDITIONS 

eZ, © ` 

Ry © (^ 

“OE ROCA 0 2 TORRENS тта d S VISIT CRIMSONTRACE.COM/WARRANTY 
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M 


3-12x42mm, 30mm TUBE 


SKU #: 01-01170 UPC: 810048570379 


CT MR1-MIL RETICLE 


2nd | FOCAL PLANE 


YES | PARALLAX 
SIDE FOCUS 


30mm | TUBE DIAMETER 
3.7” | EYE RELIEF 
AEROSPACE | CONSTRUCTION 
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4-16x42mm CARBINE, 30mm TUBE CT BDC .223/5.56 RETICLE 


SKU #: 01-01180 UPC: 810048570263 
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4-16x42mm LONG RANGE, 30mm TUBE CT BDC LONG RANGE RETICLE 


SKU #: 01-01190 UPC: 810048570300 


2nd | FOCAL PLANE 
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SIDE FOCUS 
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3.7” | EYE RELIEF 
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IPX7 | WATERPROOF 
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3-12x42mm, 30mm TUBE 
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CT MR1-MOA RETICLE 


SKU #: 01-01320 
2nd 
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30mm 
3.7” 


AEROSPACE 
ALUMINUM 


IPX7 
19.4 oz 
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4-16x50mm, 


SKU #: 01-01350 
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30mm 
3.7" 
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30mm TUBE CT MR1-MOA RETICLE 


UPC: 810048570430 
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4-16x50mm, 30mm TUBE 


SKU #: 01-01060 UPC: 810048570454 
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ILLUMINATED CT MR1-MOA RETICLE 


2nd | FOCAL PLANE 


YES | ILLUMINATED 
RETICLE 


YES | PARALLAX 
SIDE FOCUS 


30mm | TUBE DIAMETER 
4” | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 


IPX7 | WATERPROOF ° 
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5-20x50mm, 30mm TUBE 
SKU #: 01-01360 UPC: 810048570447 
2nd | FOCAL PLANE 
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CT MR1-MOA RETICLE 


YES | PARALLAX 
SIDE FOCUS 


30mm | TUBE DIAMETER 
4" | EYE RELIEF 
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1-6x24mm COMPETITION, 30mm TUBE ILLUMINATED CT COMPETITION RETICLE 


SKU #: 01-01100 UPC: 810048570478 
2nd | FOCAL PLANE 
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30mm | TUBE DIAMETER 
4" | EYE RELIEF 


AEROSPACE | CONSTRUCTION 
ALUMINUM 
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6-24x50mm, 30mm TUBE 


SKU #: 01-01090 UPC: 810048570461 
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ILLUMINATED CT MR1-MOA RETICLE 


2nd | FOCAL PLANE 


YES | ILLUMINATED 
RETICLE 


YES | PARALLAX 
SIDE FOCUS 


30mm | TUBE DIAMETER 
4” | EYE RELIEF 
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ILLUMINATED CT MR1-MIL RETICLE 


6-24x50mm, 30mm TUBE 
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4-16x50mm, 30mm TUBE 
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ILLUMINATED CT MR1-MOA RETICLE 
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4-16x50mm, 30mm TUBE 


ILLUMINATED CT MR1-MIL RETICLE 


SKU #: 01-01030 


UPC: 810048570409 
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6-24x50mm, 30mm TUBE 


SKU #: 01-01040 UPC: 810048570393 


D. 


ILLUMINATED CT MR1-MOA RETICLE 
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The CRIMSON TRACE DEFINITION 


All Crimson Trace® products are packed full of innovative and patented features. 
Listed below are some of our best-in-class features you will find on our Coveted Gear. 


AEROSPACE GRADE ALUMINUM - An aluminum 
alloy that can stand up to the rigors of aircraft and 
space flight. 


(AMR) ANGLED MODIFIED RANGE - Angled Modified 
Range uses the Line of Sight range and the angle of 
incline/decline to the target to calculate the “horizontal 
distance” the bullet travels from shooter to the target. 
AMR is very accurate for shorter target distances (under 
400 yards) and archery hunters. 


EXAMPLE: In AMR mode if the target is 400 yards 
away horizontally, it is 363 yards away 
if the shooter is on a 25% decline. 


ANSI FLT STANDARD - The ANSI FL1 standard makes 
it easier for you to compare flashlights from different 
manufacturers. The ANSI FL1 standards allow users to 
rate and compare different features. 


AUTO-SHUTOFF FUNCTION - The sight automatically 
shuts off after 8 consecutive hours of operation to 
conserve battery life. 


BDC RETICLE - A Bullet Drop Compensation reticle or 
(BDC) is designed to compensate for the trajectory of a 
specific ammunition. These reticles have built-in hold- 
overs to allow the shooter to shoot at different ranges 
eliminating guesswork. 


BOTTOM ACCESS BATTERY COMPARTMENT - Low 
profile but requires the user to remove the product from 
the firearm to change the battery. 


CAPPED TURRETS - Twist off caps that protect the 
turrets from debris, or accidental adjustment. 


CLOSED (TUBE) REFLEX SIGHT - A “Tube” reflex sight 
that has the LED and lens fully enclosed. This offers a 
brighter reticle and can have smaller “dots” for longer 
range targeting. The fully enclosed design also protects 
against debris, water, or weather that can block the LED 
on Open Reflex Sights. 


CT MICRO“ FOOTPRINT - This footprint is designed for 
most compact handguns and is compatible with the 
Shield RMS? and JPoint? footprints. 


CT MOTION" SENSOR - Detects movement of 
the firearm and automatically turns the reflex 
sight on. The sight powers off after 2 minutes 
of being stationary. 


ET RAD" FOOTPRINT - This footprint is designed for 
most full size handguns and is compatible with the 
Docter? style footprint. 


CT RADIANT" AMBIENT LIGHT SENSOR - The ambient 
light sensor automatically adjusts the aiming dot's 
brightness to the surroundine lighting condition. 


EXPOSED TURRETS - Visible turrets that are quick to 
adjust for D.O.PE.-ing at various distances. 


EXTRA LOW DISPERSION GLASS - ELD glass helps 
correct chromatic aberrations, or optical color 
defects, caused when different light wavelengths do 
not converge at the same point after passing 
through optical glass. 


FIRST MODE - Allows the hunter to get the range of 
the object that has the best feedback from the laser on 
a laser rangefinder. This mode is typically used when a 
target is unobstructed and in clear view. 


FLIP-UP SCOPE CAPS - A set of spring loaded polymer 
end caps for Riflescopes. These end caps protect the 
scope during transportation and inclement weather. 
They can be quickly opened with a flip of your finger 
instead of having to be manually removed and stored. 


FULL CO-WITNESS - Red dots with Full Co-Witness 
allow you to use the red dot and the back up iron 
sights at the same time. This greater functionality 
means that in case the red dot fails, you can still 
utilize the iron sights without having to remove the 
red dot sight. 


GREEN DOT - All CT RAD" green dots аге 5 MOA for 
easy acquisition. 


ILLUMINATED RETICLE - A glass etched reticle that 
can be illuminated with different colors for better low 
light targeting. 
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IPRA WATER RESISTANT - Is resistant to water sprayed 
at the product from 360° for 30 minutes. 


IPX7 WATERPROOF - Can be submerged in water up to 
1 meter for 30 minutes. 


INSTINCTIVE ACTIVATION” - Crimson Trace? Instinctive 
Activation" technology is a best-in-class feature. Fully 
ambidextrous, all CT products incorporating Instinctive 
Activation” are activated as end-users naturally grip 
their firearm. 


INSTANT ACTIVATION” - “Tap ON/OFF” function 
allows the device to deployed instantly. No long button 
push or delayed response. 


LAST MODE - Allows the hunter to get the range of the 
object that is furthest distance in feedback from the 
laser on a laser rangefinder. This mode is often used 
when shooting through brush or when a target is not in 
clear view. 


(LAM) LONG RANGE MODE - Long Range Mode allows 
the user to range areas at longer distances. This mode 
is good for hunters wanting to know the distance of far 
off landmarks. 


(LOS) LINE OF SICHT MODE - Line of Sight mode is 
the direct straight line from the shooter to the target 
without compensation due to angle. This mode is good 
for long range shooters or hunters wanting to know 
fixed distances. 


EXAMPLE: In LOS mode the target is 400 yards away 
even if the shooter is on a 25% decline. 


LPVO LOW POWER VARIABLE OPTIC - This type of 
magnified optic often starts at 1x magnification and 
increases anywhere from 4x, 6x to 10x. At 1x the optic 
can function almost like a red dot sight, with almost 
zero magnification allowing for quicker 

target acquisition. 


MANUAL ON/OFF FUNCTION - Allows you to turn the 
sight on or off by using the brightness buttons. 


MILSCOPE - Stands for Milliradians, which correlates 
to the arc of a circle. A Milliradian circle cirrumference 
is divided into 6.28 equal radian sections. This is then 


divided into 1,000 equal parts called Milliradians. There 
are 6,280 Milliradians in a circle. 1 MIL spreads about 
3.43" at 100 yards. 


МОА SCOPE - Stands for the Minute of Angle, which 
correlates to the minute hand of a 360-degree 

clock face. Each minute refers to 1/60th of a degree, 
similar to the minutes of an hour. 1 MOA spreads about 
1" at 100 yards. 


МОА DOT - Determines the "size" of the dot or how 
much of the target the "dot" will cover. Using the MOA 
equation of 1" at 100 yards, a 2 MOA dot will cover 2" 
of the target at 100 yards and 4" of the target at 200 
yards. Larger dots cover more of the target and are 
better for quick acquisition at closer ranges. Smaller 
dots will cover less of the target at greater distances. 


(MOC) MAXIMUM OPTIC CLARITY - Crimson Trace? 
Optics are fully multi-coated with our proprietary 
МОС lens coatings. These coatings are engineered to 
enhance performance. By optimizing the light 

that passes through the optical system, the resulting 
image is sharp, natural, and glare-free. Additionally, 
these coatings provide a protective armor against 
adverse environmental conditions the optic will 
experience through its service life. 


NITROGEN PURGED - Crimson Trace scope innards are 
purged with Nitrogen to remove water vapor that can 
lead to condensation and fogging inside of scopes. 


OPEN REFLEX SICHT - An "Open Window” red dot 
sight that uses a front lens to collimate light from an 
LED projecting a "dot" onto it for a large field of view 
and quicker target acquisition. 


PARALLAX SIDE FOCUS - The Scope focusing 
adjustment that allows you to focus in on targets at 
longer ranges and higher magnifications. 


POLYMER CONSTRUCTION - Made of high strength, 
robust reinforced polymer to reduce weight but 
maintain best-in-class durability and rigidity. 


RED DOT SIGHT - General or generic term referring 
to any type of unmagnified optic that projects an 
illuminated red or ereen "dot" on an unmaenified lens. 


The CRIMSON TRACE DEFINITION 


SCAN MODE - Scan Mode allows the hunter to actively 
range targets in real time as they move the rangefinder 
to different positions. 


SPRING-LOADED TOOLLESS TURRETS - Easily 
reset your zero on your scope by raising the turret, 
rotating, and snapping it back down without the 
use of any tools. 


SHOCICPROOF - Crimson Trace products undergo a 
rigorous battery of stress and durability tests that are 
based on the MIL-STD-810G test protocol. 


THROW LEVER - A throw lever allows the shooter to 
quickly and easily adjust the magnification of a scope in 
those situations where a quick transition is needed. 


TOP ACCESS BATTERY COMPARTMENT - Allows the 
user to change the battery without removing the 
product from the firearm. 


ZERO RESET TURRETS - After zeroing the scope, these 
turrets allow you to “reset” the windage and elevation 
dial to "0" again. This allows quick and easy D.O.P.E. 
adjustment in the field. 


ZERO STOP TURRETS - These turrets will allow the 
scope to return back to a preset zero position quickly. 


1” TUBE DIAMETER - Means the main body tube 
of the scope is 1" in diameter. These tubes will fit 
1" scope rings. 


157 FOCAL PLANE - When zooming in with a 1st focal 
plane scope, the crosshairs will shrink and enlarge along 
with the target picture. This means that once you 

zero in your scope, the hash marks are the same at the 
lowest magnification and the highest magnification. 


2ND FOCAL PLANE - When zooming in with a 2nd focal 
plane scope, ONLY the target picture enlarges while the 
crosshairs stay the same size. This means that after 
zeroing in your scope, if you change the magnification, 
the hash marks will be representing different holdovers 
for targeting. 


30MM TUBE DIAMETER - Means the main body of the 
tube of the scope is 30mm in diameter. 


This larger diameter allows for ereater windage and 
elevation adjustment for longer range shooting. 
These tubes will fit 30mm scope rings. 


34MM TUBE DIAMETER - Means the main body of the 
tube of the scope is 34mm in diameter. 

This larger diameter allows for ereater windage and 
elevation adjustment for longer range shooting. 
These tubes will fit 34mm scope rings. 


*PATS: - 


AOB.COM/PATENTS  . CT Patented and 


Patent Pending. Go to www.aob.com/patents 
to see our entire list of patents. 


RUGER? is a registered trademark of Sturm, Ruger & Company, Inc. 
GLOCK? is a registered trademark of Glock, Inc. 
Springfield Armory? is a registered trademark of Springfield Armory, Inc. 


Smith & Wessor? is a registered trademark of Smith & Wesson, Inc. 
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